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Preface 


The past century has witnessed dramatic rates of industrialization around 
the world, with average annual economic growth rates exceeding 7% in some 
countries. One of the prices to be paid for such rapid growth, however, is 
environmental deterioration. Air, water, and soil pollutions have been of seri- 
ous concern for decades in the United States, Canada, the United Kingdom, 
France, Germany, and other developed nations in Europe. 

Over the last three decades, the spectacular economic growth of Latin 
America, China, India, Korea, and other Asian countries has generated an 
increasing number of contaminated sites and waste disposal problems. 
These represent a global challenge. The world's estimated five million poten- 
tially contaminated sites are both a major lost economic opportunity and 
also a threat to the health and well-being of the community and the wider 
environment. Common contaminants include petroleum hydrocarbons, 
chlorinated hydrocarbons, pesticides, inorganics such as toxic metal(loids), 
and radioactive wastes. These are frequently found at a variety of sites, such 
as oil, gas, and petrochemical operations, mines, industrial sites, waterways 
and harbors, fuel storage farms, workshops, munitions factories, and so on. 
Although site contamination has been recognized as an issue for more than 
70 years, fewer than a tenth of all contaminated sites have been remediated 
due to the complex and challenging nature of contamination, the highly 
complex and heterogeneous subsurface that may vary from site to site, and 
the high costs of clean-up. Most of these contaminated sites have associated 
groundwater contamination problems that prevent their effective and reli- 
able remediation and pose risks to the health of communities sometimes 
quite distant from the original site. Remediation of groundwater is often 
challenging due to the heterogeneity of the subsurface environment, diffi- 
culties with delineating contaminant plume, and the slow release and diffu- 
sion of contaminants from fractured rock and from sorbed phases. For these 
reasons, many groundwater remediation techniques currently in use have 
delivered only transient success. 

A number of different techniques have been used for the remediation of 
groundwater with the most cost-effective strategy beingarisk-based approach 
that is commonly practiced in Australia, where the state of Victoria's legis- 
lation requires clean-up of groundwater to the extent practicable (CUTEP). 
Similar laws have been adopted in other states where site remediators clean 
groundwater using technologies that may not fully remediate groundwa- 
ter, given the technological limitations or other environmental constraints. 
Under these circumstances, the site is cleaned as far as practicable, and the 
groundwater is then monitored over a sustained period to demonstrate natu- 
ral attenuation of the contaminants. In this approach, natural attenuation 


vii 
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of groundwater is the primary strategy for remediation. Other less passive 
approaches include 


* Pump and treat 

* Bioventing 

* Chemical oxidation (in situ) 

* Permeable reactive barrier (more recent) 


Pump and treat was one of the first techniques to be trialed in the United 
States. This involves pumping groundwater through an ex situ reactor and 
the cleansed water then reinjected back into the aquifer. Although pump and 
treat has often been unsuccessful and is prohibitively expensive, it is still 
widely used by large companies seeking to comply with the demands of reg- 
ulators. Both bioventing and chemical oxidation techniques are also widely 
used and have proven similarly expensive and unattractive to owners of 
contaminated sites. For an overview of remediation techniques, readers are 
referred to a recent paper by Naidu (2013). Given the high cost of pump and 
treat technology, a host of other technologies for hydrocarbon remediation 
is also being tested in the field. Among these techniques is permeable reac- 
tive barrier (PRB) technology, which allows groundwater to pass through a 
buried porous barrier that either captures the contaminants or breaks them 
down. This approach is gaining popularity in the United States, Europe, and 
Australia. This book covers 


* Two decades of experience in PRB applications 
* Design criteria 
* Predictive modeling to assist the design of PRBs 


* Application to contaminants beyond petroleum hydrocarbons, 
including inorganics and radionuclides 


* New areas of research 


The book is intended for individuals responsible for the management of site 
contamination programs, regulators, remediators, and postgraduate students. 


Ravi Naidu 
Volker Birke 
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1.1 Introduction 


Contaminated sites represent a major challenge for the long-term sustain- 
ability of the environment. In addition to their potential adverse impacts on 
human health, surface and groundwater quality, and ecological processes, 
they also represent a lost economic opportunity. Sources of contaminants 
include those arising from anthropogenic activities such as industrial and 
agricultural practices, mining activities, accidental spillages, and so on 
(Barzi et al., 1996; Naidu, 1996), and natural geogenic processes (Naidu et al., 
2006), with the latter largely associated with metals and metalloids such as 
arsenic, lead, cadmium, and mercury. Irrespective of the source of contami- 
nants, they will interact with soil colloidal particles and moisture in the near- 
surface leachable zone. They can, therefore, be dissolved/solubilized into 
water infiltrating through any unsaturated zone present in the soil profile. 
They can penetrate below the water table and subsequently migrate laterally 
in flowing groundwater and transported off-site, thus posing a serious risk 
to groundwater quality. 


2 Permeable Reactive Barrier 


This chapter provides a brief overview of permeable reactive barrier (PRB) 
technologies for groundwater remediation. We hope that it will encourage 
further reading by providing a selection of references covering the now exten- 
sive literature in the field of PRB groundwater remediation technologies. 


1.2 Groundwater Contamination 


The risks that are posed to human health and to the environment by expo- 
sure to groundwater contamination are well recognized by regulatory bod- 
ies, owners of potentially contaminated sites, the local community, and the 
public at large. As a consequence, regulatory guidelines have been devel- 
oped to both protect the environment and, where necessary, to clean a 
contaminated environment to the required level based upon these guide- 
line values. The remediation endpoints required by regulators, the scope 
of monitoring programs, and the assignment of legal/financial liability 
for remediation efforts all vary greatly from country to country (Rao et al, 
1996). Environmental literacy and public perception of the relative risks of 
soil and groundwater contamination (in comparison to other hazards) can 
influence regulatory policy, and the acceptable levels of contamination, as 
well as the expectations of any required cleanup of contaminated sites. Such 
issues play a dominant role in identifying soil and groundwater contami- 
nated sites (Rao et al., 1996). 

Millions of potentially contaminated sites have been identified 
globally—and these require cleanup (Singh and Naidu, 2012). According 
to the NRC (1994) and Rao et al. (1996), there are between 300,000 and 
400,000 contaminated sites in the United States with a wide variety of toxic 
chemicals identified. Total cleanup costs were estimated to be in the range 
of $500 billion to 91 trillion. More recent estimates, however, show that 
the number of contaminated sites could be as many as 500,000 (Table 1.1) 
with many of these experiencing groundwater contamination with com- 
plex mixtures of chlorinated solvents, fuels, metals, and/or radioactive 
materials. Inclusion of sites contaminated in other industrialized coun- 
tries with those in United States, Europe, and Australia suggests that there 
are in excess of 1 million potentially contaminated sites (Table 1.1). While 
there are no data available for potentially contaminated sites in develop- 
ing countries from Asia, one estimate suggests the existence of millions 
of such sites (Naidu, 2013) in both rural regions as well as in urban areas. 
Whereas contaminated sites in the urban environment constrain urban 
renewal, those present in the rural environments pose risks to the "clean 
and green" image of a country in addition to posing risks to human health. 
In 2005, the Canadian Environment Industry (CEI) identified more than 
30,000 contaminated sites in Canada (CEI, 2005) concluding that such sites 
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TABLE 1.1 
Global Estimate of Potentially Contaminated Sites 
Number of 
Potentially Value of 
Contaminated Current Future 
Country Sites Market Potential Major Market Drivers 
USA 450,000 to US $10+ Estimated at US superfund law; small business 
500,000 billion per US $650 liability relief and Brownfields 
year (1/3 billion over revitalization act; new 
of global 30-35 years underground storage tank 
demand regulations; real estate 
development activity; federal 
cleanup programs 
Western 600,000+ An 0.5%-1.5% of Strict regulatory approach; 
Europe estimated GDP is permitting process for industrial 
€50 billion, likely to be sites, liabilities in mining, civil, 
timeframe spent per building, regional, and urban 
unspecified annum planning codes, soils 
conservation acts 
Japan 500,000+ $1.2 billion+, Estimated to Soil contamination counter- 
timeframe grow to $3 measures law; real estate 
unspecified ` billion by appraisal standards and the law 
2010 of housing site and house 
transactions; some prefectural 
and municipal governments have 
incentive programs for foreign 
businesses 
Australia 160,000 >$3 billion Unassessed Guidelines for the assessment and 
per annum management of contaminated 
sites; provincial acts such as the 
contaminated sites act 2003 
(Western Australia); restrictions 
on landfills; increasing 
environmental liabilities in 
business and property 
transactions 
Asia region | 23,000,000 Unassessed Unassessed Unassessed 


Source: 


Modified from CEI. 2005. Soil remediation technologies: Assessment, clean-up, decom- 


missioning, rehabilitation. Canadian Environmental Industries (Energy and Environ- 
mental Industries Branch), available at: http://www.ic.gc.ca/eic/site/ea-ae.nsf/eng 


/ ea02201.html. 


represent a lost economic opportunity and threaten the economic well 
being of Canadians and the environment. As a consequence, the indus- 
try felt that there was a growing need for soil remediation, which was 
poised to become a large driver of technology, products, and services for 
years to come. The CEI estimate suggests that the remediation industry is 
worth billions of dollars (Table 1.1) and that it is an industry which is rap- 
idly growing. A similar report in 2002 by Aus Industry suggests that the 
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remediation industry in Australia will grow by 27% per annum. This is 
well reflected in the current market for contaminated site assessment and 
remediation with the industry growing from $300 million per annum in 
1999 to >$3 billion per annum in 2012. 

Contamination frequently affects more than surface soils. Although the 
focus of the CEI was contaminated soils, it is well recognized that once con- 
taminants are in soils, they can leach into the groundwater with recharge 
waters (i.e, rainfall or surface water) when they come into contact with 
contaminated soil. Subsequently, contaminants travel in a more horizontal 
direction creating a dispersion plume. Shallow aquifers are usually impor- 
tant sources of groundwater. These upper aquifers are also the most suscep- 
tible to contamination. Contaminants may enter an upper aquifer in one of 
the following ways: (1) artificial recharge or leakage through wells; (2) infil- 
tration from precipitation or irrigation return flow through the vadose zone 
above the water table; (3) induced recharge from influent streams and lakes 
or other surface water bodies; (4) inflow through aquifer boundaries and 
leakage from overlying or underlying formations; and (5) leakage or seepage 
from impoundments, landfills, or miscellaneous spills. 

Groundwater contamination is now well recognized as an integral com- 
ponent of contaminated sites and its assessment and remediation can pose 
significant technical and financial challenges. Sources of groundwater con- 
tamination include 


a. Leaching of contaminants from contaminated soils especially due to 
inadvertent releases, spills, or leaks of liquid wastes 


. Leaking underground storage tanks 
. Landfills that were not engineered or designed to hold leachates 
. Poorly constructed injection wells 


oana c 


. Anthropogenic activities that enhance release of geogenic contami- 
nants such as arsenic 


1.2.1 Groundwater Contamination Fate and Transport 


Contaminant interactions with phases in the subsurface may reduce the 
rate of their transport; and because most geologic materials have surfaces 
that possess a net negative charge, contaminants in cationic form are fre- 
quently observed to interact with solid surfaces, at least to some degree. 
The fate and transport of contaminants through soil to groundwater is 
influenced by many variables such as properties of the contaminant itself, 
soil conditions, and climatic factors. Some organic contaminants can 
undergo chemical changes or degrade into products that may be more or 
less toxic than the original compound. Metallic and metalloid contami- 
nants cannot break down, but their characteristics and chemical states 
may change. 
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There are two basic processes by which contaminants move from the 
earth's surface through soils and groundwater. These processes are diffu- 
sion and mass flow (advection and dispersion). 

Diffusion and mass flow are affected by properties of the contaminant, 
the soil, the intermediate vadose zone (the area below a crop root zone and 
above the permanent water table) and the aquifer; climatological factors and 
vegetation patterns: 


* Properties of contaminants that determine their movement and 
potential threat to water quality include water solubility, any ten- 
dency to adhere to soil materials, persistency, and toxicity. 


* Properties of soil, the intermediate vadose zone, and the aquifer that 
affect rate of contaminant movement include infiltration characteris- 
tics, pore size distribution, microbial population density and diver- 
sity, organic matter content, total porosity, ion exchange capacity, 
hydraulic properties, pH, and redox status. 


* Climatic factors include temperature, wind speed, solar radiation 
and frequency, intensity, and duration of rainfall. 


* Vegetation may act as a sink for contaminants by uptake or assimila- 
tion, thus reducing the amount of contaminant available for trans- 
port to groundwater. 


All these properties interact to determine the rate and amount of move- 
ment of contaminants in soils and groundwater. Groundwater contami- 
nation proves to be most challenging from assessment and remediation 
perspectives as it depends on both the nature of contaminants and regional 
hydrogeology. 

Once in the subsurface environment as part of the aquifer, contaminants 
are transported either in the dissolved phase or bound to nanocolloid par- 
ticles, thus resulting in a contaminant plume away from the source zone. 
The plume composition varies with time and distance as its size increases. 
Based on the plume composition at a particular contaminated site, it is con- 
venient to separate the plume into three regions (a) a near-field or source 
region, (b) a transition zone, and (c) a far-field or dissolved plume region. 
Rather than distance from the contaminant source, the criterion employed 
to designate these regions is the chemistry of the contaminant mixture (Rao 
et al., 1996). 

The rate at which contaminants move in groundwater may vary between 
fractions of a cm to a few cm per year, forming under certain idealized condi- 
tions, an elliptical plume of contamination with well-defined boundaries. In 
a recent study conducted by CRC CARE in Adelaide, Australia, a trichloro- 
ethylene plume was found to extend nearly 300 m away from the source zone 
despite the groundwater flow being slow, only 5 cm per year (Chadalavada 
et al., 2011). Where geological formations include fractured rocks, some of 
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FIGURE 1.1 
Dynamics of fluids in fractured rock. (Photograph by Dr. Jessica Winder.) 


the contaminant species may migrate in rock fractures (Figure 1.1). Once dis- 
tributed in rock factures, contaminant assessment, delineation, and remedia- 
tion become an extremely challenging and expensive process. This is further 
constrained by a lack of regulatory policies dealing with endpoints for reme- 
diation of such contaminated sites. Often where such sites have been remedi- 
ated, rebound from rock fractures has also been a major challenge. 

The schematic diagram in Figure 1.2 shows a dense NAPL completely fill- 
ing pores in the subsurface soil/groundwater environment and also coating 
soil particles, which makes delineation of the contaminant plume challeng- 
ing and often very difficult. 


DNAPLs completely DNAPLs coating 
filling in pores soil particles 


Soil particle 


CAU mantinla 


FIGURE 1.2 
Dense nonaqueous phase liquid (DNAPL) interactions with soils in vadose zone. 
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1.3 Groundwater Remediation 


Whilst soil remediation itself is recognized as a significant challenge 
(Naidu, 2013), the presence of contaminants in groundwater together with 
the dynamic nature of subsurface environment makes groundwater reme- 
diation among the most challenging and expensive environmental prob- 
lems, and often the primary factor limiting closure of contaminated sites. 
Many reports suggest that despite years of operation focusing on remedia- 
tion, it has proven difficult and costly to meet applicable cleanup standards 
(Scherer et al., 2000). The most common technology used for the remedia- 
tion of groundwater has been ex situ pump and treat systems (Rao et al., 
1996). While such systems have been found to be suitable for certain site- 
specific scenarios, limitations of this technology have also been recognized. 
One such limitation being the cost associated with the technology and the 
long-term nature of remediation that also makes it an energy-intensive 
technology. 

Although a variety of remediation technologies are available for the reme- 
diation of contaminated groundwater (Table 1.2), no single technology has 
been found to be appropriate for all contaminant types and the variety of site- 
specific conditions that exist at different contaminated sites. In an excellent 
review, Khan et al. (2004) conclude that site conditions, contaminant types, 
contaminant source, source control measures, and the potential impact of 
the possible remedial measures determine the choice of a remediation strat- 
egy and technology employed. Often more than one remediation technology 
is needed to effectively address most contaminated site problems. Multiple 
technologies applied concurrently or sequentially are referred to as “treat- 
ment trains," and are often formed to address an overall site remediation 
strategy. It is recognized that no single specific remediation technology may 
be considered as a solution for all contaminated site problems (FRTR, 2007b; 
Khan et al., 2004). Remediation technology implemented at most contami- 
nated sites is not a stand-alone, or one-size-fits-all remedy, but is generally 
part of a "treatment train." Hence, tailored approaches and remediation 
techniques are needed on a site-by-site basis. 

Over the last couple of decades, depending on the nature of contaminants, 
many different technologies have been tested for groundwater remediation. 
The list of remediation technologies and their applications has grown, driven 
by improved technical knowledge, innovative ideas, technical and economic 
resources, and more complex site issues (Hyman and Dupont, 2001; Leeson 
et al., 2013; Naidu, 2013). The past 20 years of research have focused heavily 
on the development of in situ treatment technologies. Among recent tech- 
nologies, groundwater circulation wells and PRBs are increasingly being 
used in the United States and Europe (USEPA, 1999a,b). The process of 
groundwater circulation continuously removes volatile organic compounds 
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(VOCs) without bringing it to the surface. The target contaminant groups 
for this technology are halogenated VOCs, semivolatile organic compounds 
(SVOCS), and fuels. A circulation pattern is created in an aquifer by drawing 
water into and pumping it through a well and then reintroducing it without 
reaching the surface (Khan et al., 2004). PRB is a passive remediation technol- 
ogy installed in situ, allowing groundwater to flow under the natural gradi- 
ent through a reactive cell where a reactive medium degrades or captures 
the contaminants (Thiruvenkatachari et al., 2008). Pump-and-treat systems 
(PTS) have been used for more than 20 years in the remediation of ground- 
water contamination. In these systems, the contaminated groundwater is 
extracted from the ground, treated above ground, and finally discharged or 
reinjected (Naidu, 2013; USEPA, 1999a,b). 

Other groundwater remediation technologies are summarized in Table 
1.2. These vary from passive to active remediation technologies and have 
significant differences in their nature of operation and cost (FRTR, 1998). 

For a variety of reasons summarized below, it is currently difficult to 
develop accurate comparisons of remediation technology costs in many situ- 
ations (National Research Council, 1997). 


* Costs reported under a set of local conditions (technology costs are 
sensitive to site-specific geological, geochemical, and contaminant 
conditions, especially for in situ technologies). 


* Technology vendors report costs using a variety of different metrics 
that cannot be compared directly (costs may be reported as $ per vol- 
ume treated, reduction in contaminant concentrations achieved, con- 
taminant mobility reduction achieved, mass of contaminant removed 
or surface area treated). 


* Technology providers do not report the variable costs just “up 
and running” costs are given. This may be acceptable if the user 
only wants to compare the cost of installed operations, but the user 
is usually interested in the overall project cost. If certain remediat- 
ion technologies have large and variable initial costs, they may 
not be competitive, even if the “up and running” costs appear 
competitive. 


* Inconsistencies in the way costs are derived. Comparisons of unit 
costs have little meaning unless there is uniformity in the underly- 
ing methodologies and assumptions used in calculating the costs. 
For example, if different interest rates are used to estimate the costs 
of a cleanup system over its entire life cycle, conclusions about the 
cost competitiveness of a technology can vary widely. 


This loss of compiled cost information greatly hinders dissemination of 
consistent cost data and makes it difficult for a new technology provider to 
develop comparative cost information. Furthermore, even where information 
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regarding cost is made available to private users, it is extremely rare to see 
detailed cost breakdowns that would allow the reviewer to judge the real- 
ism of the cost elements. 

Thus, the costs of remediation summarized in Table 1.1 are approximate 
only and are likely to vary with the contaminated site, including the local 
hydrogeology of the region and the depth to groundwater. 

The potential for aquifer restoration decreased with increasing com- 
plexity of the aquifer. In 1993, the US Environmental Protection Agency 
issued technical impracticability (TI) waiver guidance (USEPA, 1993). This 
guidance specified that the waivers were appropriate for sites where the 
agency deems that restoration of groundwater to drinking water stan- 
dards is technically impracticable. As of August 2012, the USEPA issued 
91 TI waivers, 85 of which applied to groundwater (USEPA, 2012). The 
majority (67%) of the TI waivers granted were related to VOC contamina- 
tion. In Australia, regulatory authorities have approached groundwater 
remediation using a risk-based strategy where Remediation to the Extent 
Necessary (SA EPA) or CleanUp to the Extent Practicable (EPA Vic) is rec- 
ognized as the most reliable and reasonable approach to in situ manage 
contaminated groundwater. Where groundwater is remediated to the 
extent necessary, natural attenuation of contaminants becomes the strat- 
egy driving remediation. There has nevertheless been significant concern 
with regard to residual groundwater contamination postremediation and 
strategies that need to be put in place to minimize the potential impact of 
contaminants remaining in the environment, and in particular, the end- 
points for remediation of sites contaminated with NAPL. This has led to 
recognition of the need for new innovative solutions for the treatment of 
contaminated groundwater. 


EE: SeSe 


1.4 PRBs: Emerging Technology for Groundwater Remediation 


During the past decade and a half, PRBs have been emerging as an alterna- 
tive passive in situ but effective remediation technology in the United States 
and Europe. As a consequence, this technology has also found its way to 
Australia. It is based on a relatively simple concept which includes under- 
ground construction of a vertical treatment wall using a reactive material 
in the subsurface vadose zone at a location that intercepts the groundwa- 
ter contaminant plume (Figure 1.1) (Baciocchi et al., 2003; Birke et al., 2003; 
Meza, 2009; Thiruvenkatachari et al., 2008). Groundwater remediation tech- 
nologies listed in Table 1.1 range from “least green” (pump-and-treat) to 
“most green” (monitoring natural attenuation [MNA]). ITRC (2011) reported 
PRBs lie next to MNA in terms of their green characteristics and are con- 
sidered particularly sustainable when used for 10 years or more. PRBs are 
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FIGURE 1.3 
PRB intercepting a contaminant plume. 


designed to be more permeable than the surrounding aquifer materials so 
that contaminants are treated as groundwater readily flows through with- 
out significantly altering its hydrogeology. As groundwater passes through 
the wall under a natural gradient, contaminants are either trapped by the 
reactive barrier or removed via chemical degradation and transformed into 
harmless substances that flow out of the wall (Figure 1.3). 

Although the applications of PRBs are limited to certain site conditions, 
where applicable, they are most favored particularly in the urban environ- 
ment and in built-up areas due to no obstruction of aboveground activi- 
ties. A major benefit of PRB techniques is that as an in situ technology, an 
extensive range of contaminants can be treated, often reducing their con- 
centration to below their detection limits. Research on PRBs increased sig- 
nificantly during the 1990s leading to a number of new approaches in terms 
of PRB design, suitable reactive materials, and target contaminants (ITRC, 
2011) There are two main types of configuration for the installation of a 
PRB in the field and these include (a) continuous reactive barriers enabling a 
flow through its full cross section, and (b) "funnel-and-gate" systems where 
only part of PRB wall gates are permeable to contaminated groundwater 
(Roehl et al., 2005a). Cut-off walls (the funnel) modify flow patterns so that 
groundwater primarily flows through high permeability wall (the gate). The 
material used for constructing the funnel includes slurry walls, sheet piles, 
a geotextile membrane, or a soil admixture applied by soil mixing or jet 
grouting (Figure 1.4). 

Understanding the groundwater flow regime on a more localized scale (i.e., 
tidal and/or seasonal variation, aquifer heterogeneity, the evapotranspiration 
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FIGURE 1.4 
PRB configuration: (a) continuous barrier and (b) "funnel-and-gate" system. 


by large trees, recharge from nearby water body) is a vital step in the design 
of a PRB system to ensure that the PRB is oriented perpendicular to the 
flow so that it captures the maximum volume of groundwater (Puls, 2006). 
Generally, the recommended approach is to conduct high-resolution site 
characterization along with groundwater and solute transport modeling to 
simulate possible case scenarios and design the orientation and dimensions 
of the PRB. 

The reactive material used for the construction of the permeable wall var- 
ies with the type and concentrations of contaminants, the total mass of con- 
taminants, and the groundwater composition (Table 1.2) (Birke et al., 2003; 
Thangavadivel et al., 2013). Feasibility studies are crucial for the design of 
PRB systems including choice of the reactive material, laboratory column 
experiments, estimation of required residence time, and calculation of reac- 
tive zone thickness (Roehl et al., 2005a). Since the first PRB trial in Canada 
(Gillham and O'Hannesin, 1992, 1994), a range of different contaminant types 
have been remediated using reactive materials that vary considerably in 
their chemical composition (Table 1.2) and their interactions and mechanism 
of contaminant removal. Zero-valent iron (ZVI) is the most common reac- 
tive material that generates low redox potential in groundwater, resulting in 
the precipitation and removal of both inorganic (metallic) and organic con- 
taminants (Meza, 2009; Xenidis et al., 2002). Permeable reactive subsurface 
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barriers constructed using granular elemental iron (ZVI (Fe?) or Fe?) have 
been used successfully in North America and Europe for the elimination of 
a variety of contaminants including chlorinated solvents, heavy metals, and 
radionuclides (Roehl et al., 2005a). The most commonly used mechanisms 
are redox and sorption reactions. PRBs allow the passage of groundwater 
through the reactive zone of the barrier, but either immobilize (i.e., precipita- 
tion, sorption, ion-exchange, surface complexation, solid-solution formation) 
or chemically transform (i.e., oxidation, reduction, and degradation) contam- 
inants to a more desirable (i.e., less toxic, more readily biodegradable) state 
(USEPA, 1999a,b). 

Apart from iron-based materials, other types of reactive materials suitable 
for use in PRBs for the removal of inorganic and organic compounds from 
groundwater are available in a number of publications. These are briefly 
summarized in Table 1.3. 

Readers interested in case examples of the use of PRBs are directed to 
Chapters 2, 4, 6, and 8 in this book. As will become evident, variants of this 
technology are being trialed globally and while this approach to remedia- 
tion has been found to be attractive, the technology has failed in a number 
of instances. Failures have been attributed to the clogging of walls either due 
to chemical reactions resulting in precipitation of insoluble compounds or 
enhanced microbial activity leading to the growth of algae, or other prod- 
ucts that clog the permeable pores. 


1.4.1 Potential Problems Associated with the Long-Term 
Performance of PRBs 


Designing a PRB system for a given contaminant, should include a feasibility 
study (e.g., column experiment) to determine the flow velocity in the bar- 
rier and effect geochemistry of groundwater on reactive material, and the 
retention time required to treat the groundwater. The design and selection 
of the reactive material has to be thick enough to allow a decrease in the con- 
taminant concentrations to an acceptable level (the remediation target), and 
a longer lifetime before breakthrough. While PRBs have proven to be quite 
effective with the remediation of a range of contaminants, long-term sustain- 
ability and efficacy of the barriers have been major uncertainties. Despite 
these being addressed by a number of researchers (Gu et al., 2002; Henderson 
and Demond, 2007; Liang et al., 2003), microgeochemical processes within 
the barrier could play an influential role in the long-term performance, as 
they have been found to affect contaminant removal both within and down- 
gradient of the barrier matrix. For example, PRB demonstration studies in 
Germany and Australia show that depending on aquifer chemistry, micro- 
organisms can reduce the porosity of the barrier by forming a biofilm (Taylor 
and Jaffe, 1990) which reduces pore space by clogging (Vandevivere and 
Baveye, 1992) or by contributing to mineral precipitation, or by producing 
gas bubbles that restrict water flow. 
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Review of Reactive Material Suitable for the Construction of the PRB Wall 


PRB Reactive Material 


Target Chemical 


References 


Organic-based materials: 

activated carbon, leaf, peat, 
sewage sludge, sawdust, 
compost, wood chips, chitin, 
lignin, and so on 


Alkaline-complexing agents: 

hydrated lime, ferrous sulfate, etc. 

Phosphate minerals: 
hydroxyapatite and biogenic 
apatite (e.g., fish bone) 


Surfactant-modified zeolites 
(SMZs): 

Natural zeolites coated with 
hexadecyltrimethylammonium, 
Clinoptiloite-rich zeolite 

Colloidal: 

Iron size (1-3 um) or nano size 
(1-00 nm = 0.001-0.1 um) 

Metal oxides: 

(Iron/calcium oxides, and 
fine-grained activated aluminum 
oxide, elemental copper (CuO) 

Alkaline materials: 

recycled concrete, limestone, 
calcite-bearing zeolitic breccia, 
blast furnace slag, lime, 
organo-clay, and fly ash, 
and so on 

Microorganisms 

Polymers: 

polyacryloamidoxime resin 
derived from polyacrylonitrile, 
which is deposited from solution 
onto the surface of quartz sand 
to form a thin film coating 


Metals and metalloids: 

arsenic (As), hexavalent 
chromium, Cr(VI), cadmium 
(Cd), mercury (II), uranium (U) 
and molybdenum (Mo) 

Aromatic compounds 

Petroleum hydrocarbons 

and metals 


Divalent heavy metal ions 


BTEX and other gasoline 
by-products, perchloroethylene 
(PCE), radionuclides, inorganic 
oxyanions (sulfate, chromate, 
and selenate) 

Carbothiolate herbicide, 
molinate, dechlorination of 
TCE and PCBs 

Phosphorus attenuation, 
removing mercury (Hg**), 
chlorinated hydrocarbon, and 
some aromatics 


Leachate from acid sulfate soils 


Chlorinated solvents 

Uranium contaminated 
groundwater, carbon 
tetrachloride, copper (Cu?*), 
nitrobenzene, 
4-nitroacetophenone, and 
chromate (CrO%”) 


Blowes et al. (2000), 
Guerin et al. (2002), 
Han et al. (2000), 
Meggyes and Simon 
(2000), Meza (2009), 
Scherer et al. (2000) 


Roehl et al. (2005b) 


Admassu and Breese 
(1999), Arey et al. 
(1999), Leyva et al. 
(2001) 

Haggerty and 
Bowman (1994), Li 
et al. (1998), Xenidis 
et al. (2002) 


Joo et al. (2004), 
Wang and Zhang 
(1997) 

Baker et al. (1998), 
Huttenloch et al. 
(2003), Tratnyek 
et al. (2003) 

Ake et al. (2001), 
Golab et al. (2006), 
Waybrant et al. 
(1998) 


USEPA (2000) 

Shimotori et al. 
(2004), Stewart et al. 
(2006) 


The longevity of PRBs denote their ability to sustain their function (hydrau- 
lic capture, residence time, and reactivity) in the years and decades following 
installation. It is strongly dependent on the groundwater chemistry and flow 
rates, and contaminant concentrations at the remediation site. The observed 
mineral phases at different PRB sites are controlled by the groundwater con- 
stituents that naturally vary depending on the biogeochemical setting of the 
site (Roehl et al., 2005a). PRBs require a much better understanding of site 
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characteristics than conventional pump-and-treat-type remedies. The efficacy 
of the PRB material is greatly influenced by hydrogeology, microbiology (i.e., 
iron-reducing, sulfate-reducing, and/or methanogenic bacteria) and geo- 
chemistry properties (i.e., the concentration, solubility and speciation of the 
contaminants and cosolvents, and the prevalent, pH and Eh condition). The 
lifetime of a PRB is a problem encountered as a consequence of precipitation 
of minerals and/or the growth of microbial populations. These can lead to 
cementation and a reduction in the porosity of reactive media resulting in a 
decreasing permeability and the formation of a coating on the reactive surface 
area of the PRB material. Puls (2006) reported that more than 100 PRBs have 
been installed worldwide, but little data have been collected on the long-term 
performance and consequences of the rate of formation of surface precipi- 
tates, bio-fouling, and remobilization of adsorbed contaminants. Since iron- 
based reactive materials are most commonly used in PRBs, their long-term 
performance is well recorded compared to others listed in Table 1.3. 

Key issues associated with the design of a PRB wall during the design 
phase include residence time in the reaction zone, the reaction zone size for 
optimal life span, the impact of the reaction medium on the groundwater 
quality, and the ultimate fate of PRB walls. Once the capacity of the medium 
is exhausted, contaminant breakthrough will occur. For example, Stehmeier 
(1989) reported breakthrough of the PRB with peat reactive material used 
to remove dissolved and free phase petroleum hydrocarbons. Furthermore, 
understanding the chemical reaction mechanism is critical in order to evalu- 
ate the potential for release/remobilization of sequestered contaminants and 
for improved design of the reactive material. 

A failure in a PRB system has been reported on many occasions meet- 
ing performance standards because of an inadequate understanding of the 
groundwater flow system that will exist after the PRB has been installed. 
Numerical modeling of various PRB design scenarios and evaluations of the 
resulting groundwater flow systems can aid in determining the appropri- 
ateness of the PRB for specific site conditions and finalization of the pre- 
construction design (Scott and Folkes, 2000). A PRB design should include 
development of an adequate network of monitoring wells and an appropri- 
ate frequency of sampling to document the performance objective and to 
assess long-term operation and maintenance requirements. The well screen 
interval should be adequate to monitor the saturated zone treated by the 
PRB, particularly at the high flow zone or the highest contaminant concen- 
tration area to monitor treatment along the preferential pathway (ITRC, 
2011). Where a lower confining layer (Aquitard) is not present, monitoring 
wells screened at deeper depths may be required to ensure that there is no 
contaminant bypass beneath the PRB walls. ITRC (2011) recommends that, 
depending on the width of the reactive zone and the reactive media used, it 
is useful to have monitoring locations within the PRB itself. 
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1.5 Conclusion 


A PRB fits the concept of a green and sustainable groundwater remedia- 
tion technology; it is the most green remediation technique after monitored 
natural attenuations. PRB, where applicable, is less expensive as compared 
to ex situ technology as it involves no operational and maintenance costs. 
Reactive materials are frequently waste products (e.g., mulch, saw dust, some 
iron ore slags) or are recycled materials (e.g., iron scrap). The performance 
and longevity of a PRB is reliant on the design stage as there will be little 
or no possibility of correcting the system after construction. Consequently, 
detailed high-resolution site characterization such as the nature and extent 
of the contaminant plume(s), selection of the reactive material, the hydraulic 
design, and the vertical extent of contamination are particularly important 
criteria. PRB remediation technology is still evolving with new and innova- 
tive reactive materials introduced to treat different contaminants utilizing 
innovative new construction methods. 
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2.1 Introduction 


The year 2011 marked the 20th year anniversary of the first pilot testing 
of the permeable reactive barrier (PRB)* as an in situ groundwater remedy 
by University of Waterloo researchers at the Canadian Forces Base (CFB) 
Borden site in Ontario, Canada (Gillham and O’Hannesin, 1994). Over the 
ensuing 20 years, the PRB concept would evolve from its standing as an 
“innovative” remedy for chemically impacted groundwater first commer- 
cially applied at a former semiconductor manufacturing facility in north- 
ern California, USA, to a “developed” technology that has been installed 
at sites around the globe, as well as being identified as one of the most 
sustainable groundwater treatment remedies available. Furthermore, over 
the past two decades, this remediation concept has grown to be the subject 


* Composed of zero-valent iron (ZVI). 
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of research at many academic institutions; it has become a common-place 
addition to feasibility studies and alternative analysis documents for reme- 
diation projects. As a consequence, PRBs have been the specific focus of 
technical short courses and conferences, spanning the 1995 special session 
on PRBs at the American Chemical Society's annual meeting in California, 
USA, to Internet-based short-courses sponsored by the U.S. Environmental 
Protection Agency (USEPA), to international meetings in the United 
Kingdom, Germany, and Italy, and to the September 2011 Clean-Up confer- 
ence in Adelaide, Australia. Considering that the first full-scale commercial 
PRB composed of zero-valent iron (ZVI) was installed in November 1994 
(Yamane, 1995) and continues to function, is the proof that this remedial 
approach is truly one of the more sustainable and resource conservative 
treatment concepts for chemically affected groundwater. 

Although exact wording has morphed over the past two decades, the gen- 
erally accepted definition of a PRB, as modified from Interstate Technology 
and Regulatory Council (ITRC, 2005) is 


an engineered, continuous, in situ permeable treatment zone designed 
to intercept and remediate a contaminant plume. (Figure 2.1) 


Historically, the PRB has taken additional descriptive names including 
^permeable treatment zone," "applied reactive treatment zone," "perme- 
able reactive treatment zone," and so on. From these names and definition, 
it is clear that the treatment of contaminated groundwater occurs within 
the PRB, or immediately adjacent to it (e.g., the evolution of hydrogen from 
a ZVI-based PRB may enhance biodegradation processes a short distance 
down gradient from the PRB). This recognition is important because the 


PRB, by itself, would not completely remediate a contaminant plume until 
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FIGURE 2.1 
General concept of a PRB for treating a plume of contaminated groundwater. 
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all affected groundwater at a site flows through the PRB. More accurately, the 
primary use of a PRB is to eliminate or substantially reduce the mass flux of 
the target contaminant(s) to areas located immediately downgradient of the 
PRB alignment. The PRB is not, in its typical intent, used as a source remedia- 
tion technology; but is more correctly a source control remediation technology. 
The PRB may also be used as a receptor protection technology if its primary 
purpose is to protect sensitive receptors located either near or far from a 
potential contaminant source. 

As remediation technologies for contaminated groundwater have pro- 
gressed since the 1980 genesis of the U.S. Superfund Program, the intended 
movement away from energy-intensive groundwater pump and treat, to 
hydraulically passive treat-in-place, or in situ, methods, has allowed technol- 
ogies such as the PRB to develop from purely a research-and-development 
exercise to a proven remediation technology used worldwide. While pump- 
and-treat still is used for many groundwater remediation projects, the general 
progression from active to passive technologies has occurred for a number 
of reasons including the intent to find less expensive, more focused, more 
resource conservative methods to protect environmental receptors from 
being negatively impacted by groundwater contaminants. 

As introduced above, the PRB technology, which has been the focus of 
hundreds if not thousands of technical articles and publications is consid- 
ered, for example, a "remediation concept" whereby affected groundwater is 
allowed to flow through, or is routed through, an emplaced subsurface zone 
of treatment media that has geochemical or biochemical properties appro- 
priate for either destroying, immobilizing, or altering the molecular form of 
the contaminant sufficiently enough to render it harmless. 

Early versions of the PRB concept were used to neutralize acidic water 
using limestone filters off of mine tailings piles (Pearson and McDonnell 
1975); the first commercial PRB using granular iron metal was con- 
structed in 1994 to destroy chlorinated aliphatic compounds in ground- 
water (Warner et al., 1998) following the development of the technology by 
researchers at the University of Waterloo (Gillham and O'Hannesin 1994), 
and a number of pilot tests of PRBs for treating radioactive constituents in 
groundwater were attempted in the mid- to late 1990s (Naftz et al., 2002). 
Reasonably, it makes sense that since the early 1990s, several hundred 
pilot tests and fewer, though still a substantial number, of the full-scale 
remedies involving the PRB concept have been implemented worldwide. 
Today, with the focus on sustainable and green remediation, the PRB is 
arguably one of the most sustainable approaches considering that the old- 
est systems, now more than 15 years later, have functioned successfully 
since their installation to treat contaminated groundwater in situ without 
the need to apply energy or pump water—a claim that few other treatment 
methods can make. 
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2.2 General Considerations of the PRB 


The PRB concept has been the focus of hundreds if not thousands of technical 
articles and publications (e.g., ITRC, 1999, 2005; Naftz et al., 2002; RTDF, 1998; 
Roehl et al., 2005, Thiruvenkatachari et al., 2008) as well as Internet web sites 
(e.g, the Oregon Graduate Institute [now part of the Oregon Environmental 
Health University] database for the use of ZVI as a treatment media within 
a PRB—http://cgr.ebs.ogi.edu/ironrefs/) A paper describing the 10-year 
performance history of this remedial concept was provided by Warner and 
Sorel (2003). This article provides a brief update to what was learned then 
and what is understood today. However, this article is not an exhaustive 
review of PRB technology. The reader is instead referred to other examples, 
including the newly published ITRC guidance document (ITRC, 2011), which 
provides several hundred technical references on PRB development and 
performance, and the CRC CARE Technical report on PRB Guidance (CRC 
CARE Technical report Number 25) (Perlmutter et al., 2013). 

Since the concept of either destroying dissolved contaminants or rendering 
them immobile or less toxic within a subsurface treatment zone was described 
by McMurty and Elton (1985), several hundred formally recognized PRBs, and 
perhaps several hundred more similar type remedies have been installed at 
a variety of sites including industrial, mining, and retail petroleum facilities. 
Simply, the goal of the PRB is to introduce, or enhance, geochemical or biolog- 
ical reactions that afford the necessary treatment of the target contaminants 
within a subsurface engineered zone. The key and perhaps most important 
aspect of the PRB, and its greatest asset, is that the treatment is performed 
under hydraulically ambient conditions; that is, affected groundwater flows 
and contaminants migrate through the PRB under natural gradient condi- 
tions without the addition of pumping or other energy-induced methods. 

An important acknowledgment proven for over 20 years is that each PRB 
application is unique in all characteristics—design, objectives, construction, 
economics, monitoring, and specific performance. One supporting reason 
for this is that each remediation site is unique with respect to site geol- 
ogy and hydrogeology, contaminant occurrence and distribution, land-use 
issues, and regulatory drivers. This uniqueness is both an advantage and 
disadvantage for PRB application. As an advantage, because the PRB is not 
an "off-the-shelf" remedy, it must be designed to suit the needs of the site 
(Shoemaker et al., 1995). This has led to the identification and development 
of multiple installation methods (e.g., excavate and fill, injection and jetting, 
single pass trenching and replacement, large diameter boring emplacements) 
and geometries (e.g., continuous wall, funnel and gates, multidiscrete depth 
application, dual walls), and the identification and use of different treatment 
media (beyond ZVI) for a variety of chemicals (for and beyond chlorinated 
hydrocarbons). For example, PRB treatment materials in addition to ZVI have 
ranged from bi-active mulch, to crushed limestone, to zeolite minerals, with 
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contaminants treated ranging from chlorinated hydrocarbons, to dissolved 
reducible metals, to radioactive constituents such as strontium-90. Research 
continues in various institutions to develop a better technical understanding 
of many of the specific treatment mechanisms to not only develop treatments 
for more chemical types, but also to better understand longevity of a given 
treatment type so that appropriate contingencies can be invoked before PRB 
performance is reduced beyond the objectives of a project. 

Two principal design components of the PRB include: the treatment 
matrix and the hydraulic control system. The treatment matrix may be 
composed of any one, or more, of a variety of materials shown to have the 
capability of directly destroying, enhancing natural treatment processes, 
or immobilizing target chemicals (see Table 2.1). The hydraulic system is 


TABLE 2.1 


Example Reactive Treatment Materials for Use in PRBs 


Granular 
Iron Metal 
Biological 
(C, H, O) 
Phosphatic 
(Apatite) 
Zeolite 
(Ion-Exchange) 
Organophilic 
Clay 


Constituents of Concern 


X 
X 


Chlorinated aliphatic compounds (e.g., TCE) 
Chlorinated methanes 


X 


Chlorinated pesticides 
Chlorofluorohydrocarbons X 
Nitrobenzene X 


X 


Benzene, toluene, ethylbenzene, and xylenes (BTEX) 
Polycyclic aromatic hydrocarbons (PAHs) X 
Energetics X 
Perchlorate 

Cationic metals (e.g., Cu, Ni, Zn) 


xx X 


Arsenic 
Chromium(VI) 
Uranium 
Strontium-90 X X 
Selenium 

Nitrate 

Ammonium 

Sulfate 

Methyl tertiary butyl ether (MTBE) 


x KK XK 
X 
X 


X 


x KKK XK 
X 


Source: International Technology Regulatory Council (ITRC). 2011. Permeable Reactive Barrier: 
Technology Update. Prepared by the Interstate Technology Regulatory Council Permeable 
Reactive Barriers Team, Washington, DC, http: // www.itrcweb.org (accessed 2011). 

Note: Biological PRB includes the following enhancements: C (carbon), H (hydrogen), and O 


(oxygen). 
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directly related to the emplaced treatment zone which may be emplaced by 
one of a number of means as described previously, including trench exca- 
vation (by conventional equipment of newly developed single-pass trench- 
ing), large diameter filled borings, injection of micron-sized material, or 
injection of chemical substrates that geochemically alter native subsurface 
materials to afford the required treatment conditions. Whichever way the 
treatment matrix is emplaced, the PRB system typically is intended to per- 
form using hydraulically passive means; that is, the PRB is designed to 
allow groundwater and the target chemicals to flow through the PRB with- 
out mechanical assistance. Modern sustainable hydraulic enhancements 
may include the use of solar or wind-driven, low-rate groundwater pumps, 
or passive-siphon action to further control and route affected groundwa- 
ter through a PRB. Aside from monitored natural attenuation or intrinsic 
remediation strategies, there may be no other primary groundwater reme- 
diation method that conveys the concept of a green and sustainable system 
as well as the PRB. 


2.3 PRB Developments 


A third relatively new design component focuses on the sustainability of 
the system. Considering that the firm formally recognized that a PRB was 
installed in late 1994 and continues to function more than 17 years after 
installation without any energy induced or water removed (except for moni- 
toring activities), the PRB must naturally be considered one of the more sus- 
tainable groundwater remedies. Today, with the advent of calculations to 
assess the sustainability of treatment materials and construction methods, 
evaluating the sustainability of the PRB can take on a different meaning. 
However, compared to every active groundwater remedy, and most in situ 
remedies, perhaps with the exception of MNA and some bioremediation 
techniques, the PRB clearly is a leading sustainable remedy. 

The following sections provide a discussion of developments in PRB 
technology. Again, an exhaustive review is not provided; however, several 
important considerations are provided herein. 


2.3.1 Chemical Treatment 


PRBs historically have been used to treat dissolved organic contaminants in 
groundwater. This includes the common halogenated compounds including 
tetrachloro- or perchloroethylene (PCE) and trichloroethylene (TCE), and 
metals including chromium and arsenic, which are treated using granular 
ZVI (chloro-reduction for the aliphatic compounds and geochemical reduc- 
tion for the metals). New developments have shown that ZVI also is effective 
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in treating energetic compounds including nitroamines and trinitrotoluene 
(TNT). Furthermore, ZVI is now recognized as an effective bioremediation- 
enhancing agent due to the ZVI corrosion reaction in water that provides a 
sustained (in years) flux of dissolved hydrogen to the aqueous system. PRBs 
have also been installed to include such new materials as zeolites to provide 
an ion-exchange treatment of radioactive strontium-90 (Warner et al., 2012), 
and biological materials to create biowalls (Bellis et al., 2010). Early PRBs 
sometimes utilized granular-activated carbon (GAC) within a PRB treatment 
cell to provide sorption of target organic compounds. More often used at 
installations in Europe than in North America, fewer systems using GAC 
appear to have been designed in recent years. 

Biowalls using solid organic materials (mulch) have been greatly applied 
over the past 10 years to stimulate anaerobic degradation of chlorinated 
hydrocarbons as well as energetic and munitions compounds. These sys- 
tems also have been employed to nitrate-impacted groundwater. The greater 
understanding of biogeochemical transformation processes in biowalls that 
are responsible for the resulting abiotic dechlorination of solvents. PRBs com- 
posed of "organic material" have evolved with respect to arsenic treatment, 
and new media including organic carbon-rich combinations, emulsified ZVI, 
and organophyllic clays have been applied as reactive treatment media. 


2.3.2 Unintended Performance Issues 


PRB performance, particularly when performance is seen as underachieving, 
is not often presented in technical literature. While most PRBs are assumed 
to have performed adequately, an inadequate performance can occur and 
typically results from inadequate hydraulic design. Experience has shown 
that an insufficient hydraulic design has its genesis in incomplete site char- 
acterization. Even if characterization is satisfactory, overly complex hydro- 
geologic conditions may preclude a cost-effective application of PRBs. Such 
characteristics may include high rates of groundwater flow, high permea- 
bility, extreme aquifer heterogeneity, undiscovered preferential flow paths, 
or excessive depth to groundwater. The nature and extent of the contami- 
nant distribution must be well characterized to design an effective PRB and 
should consider the nature and anticipated persistence of the contaminant 
source. The vertical extent of contamination is particularly important. The 
contaminant discharge (mass flux) through the PRB should be sufficiently 
characterized so that the upgradient concentrations can be accommodated 
by the PRB design. It is also imperative to understand the plume shape and 
direction variability over time. 

While the oldest PRB remains functional after 17 years, it is well under- 
stood that these systems age due to both the exhaustion of the treatment 
media, and the important effect of inorganic constituents that may lead to 
mineral precipitates in pore spaces. Calcium carbonate, iron carbonate, iron 
hydroxide, and iron sulfide precipitates may form in the media with pH 
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and reduction-oxidation shifts associated with the geochemical condition- 
ing of the groundwater from the treatment reactions. Regarding ZVI, geo- 
chemical changes to ZVI from the presence of sulfate, nitrate, and oxygen are 
widely observed and more research into prevention of performance loss is 
an ongoing area of work. Generally, it is now recognized that excess nitrate 
can passivate the ZVI corrosion reaction and render ZVI nearly useless as a 
treatment material within a matter of months. 

Effective remediation of groundwater contaminants using PRBs depends 
on achieving appropriate conditions for the degradation reactions to occur 
and having a reaction zone (size/thickness) that provides sufficient residence 
time for contaminants to degrade to performance objectives. For biological 
PRBs, insufficient residence time of the contaminants in the reaction zone 
may result in accumulation of regulated intermediate degradation products. 
The success of biological PRBs largely depends on the presence of microbes 
that are capable of facilitating the requisite degradation reactions. 


2.3.3 Monitoring Improvements and Longevity 


The most important aspects of monitoring improvements with regard 
to PRBs may be the development of alternative compliance monitoring 
metrics—including mass discharge and toxicity reduction calculations— 
and improved analytical monitoring tools, including compound-specific 
isotope analysis (CSIA) and molecular biological tools (MBTs). Analysis of 
iron and sulfide mineralogy to evaluate biogeochemical transformation pro- 
cesses has become important particularly for organic-media PRBs and the 
assessment of precipitation reaction zones within ZVI treatment systems 
provides an indication of aging progression with the ZVI PRB. Process mon- 
itoring and performance monitoring may require different analytical pro- 
tocols, monitoring locations, and monitoring frequencies as the approaches 
coincide, such as: (1) baseline characterization for performance comparison 
to design considerations; (2) process monitoring to optimize system opera- 
tion and performance and to evaluate the need for system modifications; 
and (8) performance and compliance monitoring to evaluate and validate 
the effectiveness of the system with regard to meeting remedial action 
objectives (RAOs). 

The improvements in monitoring strategies directly affects evaluation 
of PRB longevity, where longevity refers to the ability of a PRB to sustain 
hydraulic capture, residence time, and reactivity in the years and decades 
following installation. Because PRBs are used to treat plumes that may per- 
sist for years or decades, regulators in particular are interested in determin- 
ing how long PRBs will continue to retain a desirable minimum level of 
hydraulic capture and reactivity without requiring major maintenance or 
replacement of the reactive media. Of the several hundred PRBs that have 
been installed since the first full-scale PRB application occurred in 1994, 
many are reported to be performing acceptably, although the literature does 
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include examples of concerns related to PRB performance including, but not 
limited to: (1) permeability loss due to solids formation and gas buildup (e.g., 
Henderson and Demond, 2011); (2) insufficient hydraulic performance due to 
incomplete or inaccurate subsurface characterization (e.g, Henderson and 
Demond, 2007); (3) the negative impact of anion competition (e.g., nitrate and 
chloride) on the treatment mechanisms important to contaminant reduction 
by iron metal (e.g., Moore and Young, 2005); (4) flow reduction upgradient of 
a PRB potentially due to upgradient diffusion of hydrogen and/or guar-gum 
from the PRB installation (Johnson et al., 2008), and (5) biofouling. 

Despite the vast collection of sites, longer-term performance aspects of PRBs 
are still a source of uncertainty in planning future applications. Sustained 
field data with sufficient detail to enable a relatively thorough evaluation of 
longer-term performance were available at very few sites. The primary fac- 
tors limiting longevity of ZVI barriers are corrosion of iron and precipitation 
on iron surfaces of native inorganic constituents from groundwater. When 
excessive, these factors have led to reduction in reactivity of the ZVI, loss of 
porosity and permeability, hydraulic mounding, and plume bypass around 
the PRB. At some sites, this loss of performance has been fairly severe within 
5 years of installation. 

The effectiveness and longevity of biowall PRBs primarily depends on 
sustaining appropriate levels of bioavailable organic substrate in the biow- 
all reactive zone and maintaining the permeability of the biowall trench. 
The primary factor limiting longevity in biowalls has been the depletion of 
the more easily biodegradable portion of the organic substrate in approxi- 
mately 4—5 years after installation. Injection of a slow-release biodegradable 
substrate, such as vegetable oil, has been effective in extending the life of a 
biowall, although this periodic enhancement increases the life-cycle cost of 
the PRB and makes it more of a semipassive system. Longevity expectations 
for PRBs are closely tied with the economics of the application. In previous 
years, the economic comparison revolved around PRBs and pump-and-treat 
systems. While this comparison is still valid—especially where there is a 
potential to replace aging pump-and-treat systems with a PRB—fewer new 
sites are considering or installing pump-and-treat systems. At newer sites, 
technology selection and economic comparison usually revolves around 
PRBs and other in situ plume treatment or control options. In all these eco- 
nomic comparisons, how long the treatment media will last without the need 
for active replenishment or replacement is a key consideration. 


2.3.4 Sustainability 


PRB technology is widely considered a sustainable groundwater remediation 
method because: (1) the general intent of a PRB system is to perform under 
hydraulically passive means (i.e., no energy or mechanical input for routing 
chemically impacted groundwater through the PRB), (2) groundwater is not 
removed from the subsurface nor degraded through discharge with lower 
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quality surface or waste water, and (3) the treatment media often consists of 
recycled or ^waste" material such as mulch/compost. The intent of the PRB 
is to operate as a hydraulically passive in situ groundwater remedy. Once 
the system is constructed, advective groundwater flow is the primary driver 
moving groundwater contaminants through the PRB for chemical and/or 
biological treatment. The most energy- and carbon footprint-intensive activi- 
ties with PRB use are related to construction, creation, and collection of the 
materials used in the PRB construction (e.g., reactive media, slurry wall 
material), and excavation and disposal of construction spoils. 


2.3.5 Construction and Implementation 


PRB construction and implementation methods have advanced over the 
past 15 years—from conventional trench-and-fill to single-pass trenching, 
and from pneumatic injection to large-diameter borehole-filled completions. 
Research to develop treatment media with greater reaction rates has been 
ongoing for the past 15 years, and the expectation is that reliable, fast-acting, 
sustainable materials will continue to be a goal in PRB development. For 
PRBs to become more reliable, usable, and sustainable, hydraulic design 
improvements must take center stage. Developing reactive media and PRB 
systems that can reliably treat mixed plumes and emerging contaminants 
will continue to be an important need. Key to the success of this approach 
will be sufficient testing to ensure complete treatment of chemicals that may 
have different geochemical stability signatures (oxidizing vs. reducing) and 
thus require different treatment mechanisms. Biological reactions in PRB 
systems that utilize facultative bacteria or cometabolic processes may be par- 
ticularly promising in this context. Ensuring that PRBs provide long-term 
reliable treatment will be of even greater focus than we have seen over the 
past 15 years. 


2.3.6 Cost 


Representative cost information for PRBs, where cost includes both capital 
installation and long-term operation costs, is not widely available in the pub- 
lic record. Over the next few years, particularly with a greater emphasis on 
implementing green and sustainable remediation methods, the hope is that 
there will be less reluctance in providing cost data. For the future, given pos- 
sible greater use of PRBs for metals including radioactive constituents, and 
as PRBs continue to age, it should be anticipated that closure plans will be 
requested more often by regulatory groups. 

In some respects, providing cost data for previous installations or as rules 
of thumb, may inadvertently bias future design evaluations. This is because 
the cost of materials can change greatly due to market conditions (particu- 
larly for the use of granular ZVI) and construction methods are dependent 
on the unique conditions (location, depth, existing infrastructure). Most 
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installations involving construction may involve substantial capital invest- 
ment. However, the benefit of low or negligible costs post construction allow 
a life cycle analysis to conclude that economic value comes from designing 
the PRB for successful operation over as long a time as possible. 

An important lesson with respect to overall costs for a PRB is that it is 
much easier to test the functionality of PRB treatment media under labora- 
tory conditions than it is under field conditions. However, this does not pre- 
clude the occasional "investment" of a small-scale pilot test to assure a final 
PRB design that will meet long-term remedial objectives. We anticipate that 
cost performance data will be collected from a greater number of sites—in 
particular those involving novel reactive media—to better confirm the long- 
term efficacy of PRB technology for treating groundwater plumes. Finally, 
while a return on investment (ROI) is important for any application, past 
experience indicates that compared to active energy-intensive remedies, the 
ROI likely is only a few years compared to the overall several decade life of 
typical contaminated site. 


2.4 Recent Advances 


When considering what recent advances in PRB technology have been valu- 
able, what future improvements would be beneficial is also an important 
exercise. Because the PRB technology now is approaching 25 years in use, 
and many may consider the technology to be a "developed" remedial mea- 
sure, we may in fact find more utility in discussing potential future improve- 
ments. In this vein, a discussion of future improvements may follow the 
outline of advancement categories proposed herein and as considered by 
ITRC in its 2011 PRB Technology update (ITRC, 2011): 


* Construction methods 

* Reaction rates 

* Hydraulic design improvements 

* Monitoring improvements 

* Treatment of mixed plumes and emerging contaminants 
* Longevity enhancements 

* Cost performance improvements 


* Closure and decommissioning methods 


Over the past 20 years, we have seen improvements in construction meth- 
ods by use of one-pass trenching, injection methods, and the use of recycled or 
"green" treatment materials. Reaction rates are generally not much different 
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than when the PRB materials were first conceived in the 1990s and 2000s and 
research into newer and better PRB materials may have waned. However, 
there likely will be improvements primarily in concert into researching 
new PRB treatment materials for emerging contaminants. Hydraulic design 
improvements specifically will occur consistent with comprehensive site 
characterization programs. With the collection of thorough and complete 
subsurface information, higher performance hydraulic designs are more 
likely to be developed providing appropriate design techniques where both 
engineering and numerical analysis are used. Different geometric designs 
that help to capture contaminant plumes without alternating ambient flow 
and with less potential for creating hydraulic bypass conditions are not tech- 
nological advances, but rather, are the result of developing a better three- 
dimensional understanding of the contaminant distribution and hydraulic 
characteristics of a site. 

With regard to longevity, again, technological advances in materials are 
less likely to create longer-lasting PRBs compared to more fully understand- 
ing the issues (such as geochemical competition from inorganic constituents, 
ie., nitrate as a cause of reducing performance by ZVI as a treatment media) 
that cause PRBs to age more quickly. Design considerations that reduce the 
potential plugging from carbonate-shift mineralization will result in a lon- 
ger-lasting PRB. New advances in "demineralizing" PRB materials may bein 
the future, but most research to date has not provided evidence of effective 
and inexpensive rejuvenation techniques, with the exception of reloading 
liquid organic carbon into some types of bioremediation PRB systems. 

What we still do not have a good handle on is closing and decommission- 
ing PRBs, chiefly because few if any PRBs have been closed due to regu- 
latory completeness of a remediation project. The expectation is that most 
PRBs will remain in place if the treatment material becomes exhausted or 
if the remediation program is completed. PRBs are composed primarily of 
earth materials or native components and should not negatively impact a 
groundwater resource even when exhausted. The exception may be PRBs 
used for remediation of radioactive plumes—in this case, it still may be more 
appropriate to keep the PRB in place until radioactivity is at a nonproblem- 
atic level, or maintain sufficient monitoring to avoid potential problems for 
as many years as necessary. 

The most well received advances will likely continue to be in the areas of 
cost performance. The ability to construct PRBs from local, green, or abun- 
dant natural materials will allow the technology to be more universally used 
in economically disadvantaged areas to protect important and sensitive 
water resources and receptors. The use of green compost—native sorptive 
materials such as sawdust and woodchips—and inexpensive construction 
methods in areas downgradient of leaking landfills or septic systems will 
create a new market for inexpensive PRBs worldwide and thus, reduce the 
deleterious nature of contaminant migration for a large part of the world's 
population. 
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2.5 Conclusion 


The ability to use PRBs to destroy or immobilize dissolved chemical con- 
stituents is dependent on many issues, including cost and constructability, 
but notably, effective and complete site characterization. Advances in PRB 
development, notably in the use of natural materials and the advanced use 
of traditional treatment materials (such as ZVI), will continue to develop 
and provide practitioners with a bevy of new options intended to be highly 
effective, and also highly cost efficient. Expected research and assessment 
into the effective longevity of PRB materials used within an application will 
likely be a primary focus over the next several years. 

Because the PRB is a passive technology, which is not easily adjusted once 
installed, an accurate conceptual model must be developed and the most 
important data gaps must be filled before a PRB can take on a final design. If 
the PRB is designed based on incomplete or inaccurate site information, fail- 
ure or unintended performance may result. The PRB may not be the correct 
remedy to select for many contaminant remediation schemes; however, the 
several decade experience that our profession has with the PRB technology 
opens up many more potential opportunities for reducing cost, impact, and 
secondary treatment issues that characterize the difficulty in mitigating radio- 
active plumes. Technologies for implementing PRBs will continue to improve 
and develop (such as injection and deep-well PRB installation); the benefits of 
not having to pump groundwater nor supply ongoing energy for treatment 
will be the primary drivers for the development of new technologies. 
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3.1 Introduction 


At many sites, groundwater (GW) remediation is proving to be a much more 
difficult and persistent problem. Permeable reactive barriers (PRBs) employ 
an innovative technology that offers a passive system for addressing long- 
term GW contamination problems. Although PRBs were initially applied to 
treat chlorinated hydrocarbon (CHC) plumes, they have also been applied 
to treat or capture other inorganic contaminants such as trace metals (chro- 
mium, manganese, uranium, zinc, lead, etc), and anionic contaminants 
(sulfate, nitrate, phosphate, arsenate) (Gavaskar et al. 2000). PRBs containing 
lime have also been used to raise the pH of GW with acid mine drainage near 
mining operations (Johnson and Hallberg 2005). 

There are presently over 200 field-scale PRBs in operation throughout the 
world (see Chapter 1) and they have been in use since the early 1990s. 

The salient features of a PRB system include (ITRC 2011; Gavaskar et al. 2002) 


e Underground installation is limited by land use (ie. large space 
requirement and not easy to use in an urban setting) 


* The PRB serves as a barrier to contaminants but not to GW flow 
(should not alter the GW flow rate and direction) 


* Onceinstalled there is little possibility for rectification or maintenance 
* Passive remediation can continue for many years even for decades 


* Performance should not change under varying GW parameters, 
including those of the contaminant(s) of concern 


* PRBs should not only remediate the parent contaminant but also its 
by-products 


* Reactions in the PRBs should not introduce additional contaminants 
to the GW 


Most field- and pilot-scale PRBs have affected their remediation objectives 
but a few are failing to meet their objectives (Richardson and Nicklow 2002). 
There are several causes for this including: failure to encompass potential 
shifts in hydraulic gradient, incorrect design of thickness of the reactive 
media, channeling effects, diminishing reactivity with time, smaller poros- 
ity of the media compared to the aquifer, and fast corrosion of the reactive 
media (RTDF 2001). Common causes of short-term failures of PRBs include: 
inadequate reactive material at some part of the barrier (e.g., heterogeneous 
contaminant source), an insufficient depth of barrier to an aquitard, leakage 
between the permeable and impermeable barrier joints (funnel-and-gate sys- 
tem), smaller porosity of the barrier, and hence channeling. 

PRB is a capital intensive technology with limited possibilities for rectifi- 
cation after installation, so any form of failure needs to be anticipated and 
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addressed at the design stage (Gavaskar et al. 2002). This chapter reviews the 
design and construction technologies for PRB, with particular emphasis on 
their application for remediation of CHC-contaminated GW. It aims to identify 
key issues that need to be addressed to increase the performance and longev- 
ity of PRB systems. While the chapter focuses on CHC and the use of zero- 
valent iron (ZVI), the parameters optimized for the design of PRBs are the 
same irrespective of the contaminant and material used as the reactive barrier. 
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3.2 PRB Engineering Design Methodology 


Engineering design of PRBs comprises the selection of the most suitable 
barrier configuration, appropriate reactive medium, the size of the barrier, 
barrier construction technology, quality control of the barrier, and performance- 
monitoring GW well installation. The design needs to be tailored to provide 
a site-specific solution to meet the GW remediation objectives. A detailed 
knowledge of the site hydrogeology (e.g., an understanding of aquifer and 
aquitard), geochemistry (e.g., GW chemistry other than for the chemical of 
concern), and chemistry of contaminants (e.g., source, composition, and con- 
centrations) is required for successful PRB design (Roehl et al. 2005). The site 
information required includes: activities near the proposed barrier; existing 
utilities lines and other obstructions; site soil quality; construction method- 
ology and contractor's expertise in the area; and knowledge of the costs of 
reactive material. 


3.2.1 Selection of Reactive Material 


Following a detailed site characterization of the plume and GW information, 
a suitable type of design can be chosen to capture the plume and remediate 
it to meet the site remediation objectives—within a budget. The selection cri- 
teria for reactive media should incorporate (Gavaskar et al. 2000; ITRC 2011; 
Richardson and Nicklow 2002) 


e Reactivity. Sufficient reactivity for an economical and practical bar- 
rier thickness. 


e Stability. The ability to remain reactive for several years to decades 
under the site-specific geochemical and microbial conditions, with a 
minimal amount of maintenance. 

e Availability and Cost. A cheaper medium is preferred especially if any 
differences in performance are reported to be slight. 

e Hydraulic Performance. A practical size sufficiently greater than that 
of the aquifer material so that an effective capture zone can be cre- 
ated and maintained. 
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e Environmental Compatibility. Environmentally compatible by-products. 


* Construction Method. Easy construction, that is, minimization of 
excavated material. 


Common contaminants (e.g, trichloroethylene and common reactive 
media (e.g., granular ZVI) are the most common PRBs applications used to 
date (Thiruvenkatachari et al. 2008; Gavaskar et al. 2000; RTDF 2001). Whereas 
the technology initially used ZVI as the reactive medium for the remediation 
of GW contaminated with CHC (with the first field trials in the early 1990s 
and the first commercial deployment in late 1994), recently a range of materi- 
als for the remediation of other organics have been deployed (Naidu 2013). 
For other materials used in PRB see Chapter 1. The use of granular iron PRB 
for treating dissolved CHC is rapidly gaining acceptance as a cost-effective 
technology due to it being a long-term and low-maintenance cost solution 
(O'Hannesin and Gillham 1998; Henderson and Demond 2007). 

Following site characterization and identification of prospective reactive 
media, treatability testing is conducted to evaluate the performance of the 
reactive medium with GW from a specific site (see Figure 3.1). Batch tests 
can be conducted to initially screen prospective media, but column tests 
as illustrated in Figure 3.1 should also be performed (Gavaskar et al. 2000). 
Treatability testing serves the following purposes: 


* Screening and selecting a suitable medium for the reactive cell. 
* Estimating the half-life of the degradation reaction. 
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FIGURE 3.1 
Laboratory column experiment setup for testing PRB reactive material. 
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* Determining the hydraulic properties of the reactive medium. 
* Evaluating the longevity of the reactive medium. 


3.2.1.1 Geochemistry of GW 


Geochemistry here refers to the native constituents of the GW (constituents 
other than the target contaminants) that affect short- and long-term perfor- 
mance of a PRB in terms of mineral precipitation and microbial build-up. As 
with design criteria during site characterizations, monitoring of GW micro- 
bial communities and geochemistry that can cause fouling of the barrier via 
microbial growth and formation of a precipitate must be conducted, prefer- 
ably over an extended period. Geochemical characterization of the GW, such 
as redox potential [Eh], pH, dissolved oxygen, and inorganic constituents 
(e.g., Ca, Fe, Mg, Mn, Ba, CL, F, SOT, NO;, silica, and carbonate species [alka- 
linity] etc) should be conducted. Geochemical computer modeling codes 
(PHREEQC) can be used to determine the types of reactions and by-prod- 
ucts that may be expected when GW contacts the reactive medium (Gavaskar 
et al. 1997; Richardson and Nicklow 2002). Unless the aquifer is relatively 
thin, GW microbial and geochemical parameters may vary with depth. For 
example, dissolved oxygen may vary by depth in the aquifer, leading to dif- 
ferent degrees of iron corrosion in the ZVI reactive cell. 


3.2.1.2 Reaction Kinetics 


As mentioned in Section 3.2.1, CHC and ZVI are commonly used as a typical 
contaminant and reactive material for the barrier. The reaction kinetics and 
half-life of contaminants are two of several key parameters that require opti- 
mization for the design of an effective barrier. Iron concentrations in the inter- 
stitial water within the reactive barrier usually range from 0.5 to 14.8 mg/L. 
There is a high possibility for the blockage of the barrier due to Fe(III) mineral 
precipitation at higher pHs under aerobic conditions. Due to inherent very 
slow GW flow rates, lamina flow conditions are always present at the bar- 
rier and this needs consideration when designing the barrier. The commonly 
used ZVI has grain sizes that vary with construction, shown in Table 3.1. 

The process involves the simultaneous oxidative corrosion of the reactive 
iron metal by both water and CHC in the presence of ZVI (Focht et al. 1996) 
illustrated in Equation 3.1: 


Fe? + RC] + Ht > Fe? + RH + Cl (3.1) 


This is a first-order reaction of the ZVI barrier which acts as a plug flow 
reactor; it can be represented as in Equation 3.2: 


C=C¿e* (3.2) 
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TABLE 3.1 

ZVI Gain Size Specification for Different Types of PRB 
Construction 

Construction Type Iron Grain Size (mm) 
Excavation 2-0.25 

Vertical hydraulic fracture 1-0.17 
High-pressure jetting 0.59-0.21 
Pneumatic fracturing 0.04-0.08 


where 
C =the outlet concentration 
C, = the initial concentration 
k =the reaction kinetic 
t =the residence time within the barrier 


The reactive ZVI reaction kinetics (Equation 3.2) and formation of by- 
products requires investigation by conducting laboratory batch and column 
experiments (Figure 3.1), using contaminated GW from the remediation site 
(Thangavadivel et al. 2013). Such experiments also help to select an appropri- 
ate reactive material for the particular site application. The column experi- 
ments acts as a plug flow reactor and mimic the actual GW flow conditions 
within it. The reaction rate obtained from the column study can be used for 
sizing the PRB barrier wall thickness Lg as shown in Figure 3.2 (see Section 
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FIGURE 3.2 
PRB dimensions and design parameters, where Lj, = PRB wall thickness, W = PRB wall width, 
and H = PRB wall height. 
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3.2.2.2). The reaction rate is generally computed after 10 pore volumes of 
water have passed through the column. 


3.2.2 PRB Engineering Design 
3.2.2.1 Hydrogeological Data for PRB Design 


The primary physical function of the PRB is to capture the contaminant 
plume and allow sufficient residence time in the reactive media to achieve 
the desired cleanup goals. Understanding the GW flow regime is key to the 
physical design of a PRB system (ITRC 2005). It must be designed to encompass 
potential shifts in the direction and magnitude of the GW flow due to seasonal 
fluctuations (Richardson and Nicklow 2002). Seasonal variations and nearby 
above- or below-ground activities such as pumping GW may alter the GW 
flow and direction. Since almost all aquifers are heterogeneous, their perme- 
ability vary and hence, GW flow rates also vary in each aquifer. The average 
GW velocity and water table may not be adequate for optimal design of the 
barrier (ITRC 2011). The GW flow rate is the key to determining the barrier 
width to provide sufficient residence time. Consequently, accurate site charac- 
terizations of the GW flow rate and direction throughout the site and seasons 
variations are essential. To intercept the plume migration effectively the reac- 
tive wall is installed perpendicular to the GW flow direction. The depth to the 
GW table and underneath the lower permeable layer (Aquitard) determines 
the height of the PRB wall and therefore cost of the remediation project. 

Although emphasis has been placed on losses of reactivity and permeabil- 
ity, inadequate hydraulic characterization has been the most common cause 
of the few PRB failures reported in the literature (Henderson and Demond 
2007). Fate and transport hydrogeological modeling is implemented to assess 
PRB configurations, site parameters, and performance scenarios based on 
the information gathered from the site characterization and treatability 
study. For most applications, commonly used available computer codes such 
as MODFLOW, MODPATH, or FEFLOW are sufficient for developing a GW 
model as a design tool (Richardson and Nicklow 2002). Modeling the PRB 
system aids in optimizing the design parameters (ITRC 1999) to 


1. Establish the width of the barrier and funnel walls (when funnel- 
and-gate is used) in relation to the plume size and estimate capture 
zone size 


2. Determine the best location for the barrier and simulate various PRB 
configurations 


3. Decide the best location for installing performance monitoring wells 


4. Evaluate the effect of aquifer heterogeneity, buried utilities, build- 
ings, land used, and seasonal fluctuations on the system 


5. Assess the potential underflow, overflow, or flow around the barrier 
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3.2.2.2 Sizing the Reactive Material Wall 


The design of the appropriate sizing for the reactive barrier wall is made sub- 
sequent to the results from laboratory trials (material selection), and hydraulic 
and geochemical modeling. Detailed site characterization and hydrogeologi- 
cal modeling are essential steps in PRB design and construction such as the 
capture zones (i.e., optimization of the length, best location and orientation, 
type and configuration of the barrier) and aquifer thickness and heteroge- 
neity (determines depth/height of the barrier). However, sizing the barrier 
thickness involves understanding the removal mechanism and reaction 
kinetics with an appropriate safety factor for the uncertainties of the input 
design parameters, illustrated in Equation 3.3. The thickness of the barrier 
should ensure that the contaminant(s) of concern are treated to remediation 
targets at the downstream of the PRB wall, and thick enough to accommodate 
monitoring wells for evaluating the performance of the barrier. 

The most important role of modeling is to evaluate and optimize differ- 
ent PRB types, configurations, and dimensions for a given set of design 
parameters (Gavaskar et al. 2000). For example, maximizing the hydraulic 
capture zone width increases the flow velocity and decreases the residence 
time. Consequently, the reactive barrier must be thicker and wider, therefore, 
increasing cost (Henderson and Demond 2007). The thickness of the reactive 
medium is governed by the residence time (half-life) of the target contami- 
nant to the reactive medium and the velocity of GW flow through the barrier. 

Empirical design equations determining flow through thickness of the 
barrier is expressed in Equation (3.3): 


Ls m thes VoS¥ (3.3) 


where 
L, = PRB wall thickness (m) 
tes = time of residence in the wall (d) 
V, = velocity of the wall (m/d) 
S, =the safety factor 


A safety factor may be incorporated to account for seasonal variations in 
the flow, potential loss of reactivity of ZVI over time, and any other field 
uncertainty. The expected GW velocity can be determined from hydrogeo- 
logical modeling (see Section 3.2.2.1). The degradation rate from a laboratory 
kinetic study using a column experiment (see Section 3.2.1.2) requires some 
correction for field application and is dependent on temperature. 

The GW temperature in the field is typically 10°C which is generally lower 
than the room temperature of the laboratory column tests (typically 20-25°C) 
which adversely affects the reaction kinetics. Consequently, the empirical 
residence time may need to be increased to account for the lower temper- 
ature. Field observations at a test site in New Jersey have shown that the 
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TCE degradation rate declines by a factor of 2-2.5 at temperatures of 8-10°C 
compared with rates measured in the laboratory. Similar results have been 
Observed at other field sites (Gavaskar et al. 2000). 

The bulk density of the reactive medium in the field is generally lower 
than that measured in the laboratory. Consequently, the surface area of 
reactive medium per unit volume in the field may be lower than the sur- 
face area measured during a column testing. Furthermore, the reaction rates 
(or half-lives) are proportional to the specific surface area of the reactive 
medium (Gillham 1996; Johnson et al. 1996). The field residence time must 
therefore be increased to account for the lower expected ratio of reactive sur- 
face area:volume of solution. Currently, there is no clear indication of how 
large the bulk density correction factor should be (Gavaskar et al. 2000). To a 
degree, the surface area of reactive medium per unit volume in the field will 
depend on the efficiency of the construction methodology and on how well 
the reactive medium consolidates after construction. 


3.2.3 Type and Configuration of Barrier 


The main requirement of the PRB design is to capture the contaminant 
plume throughout its life span and remediate the plume to meet the reme- 
diation target. Figure 3.3 shows various PRB types and configurations. The 
selection of an appropriate configuration should be made on a site-specific 
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FIGURE 3.3 

The continuous and various configurations of funnel-and-gate PRBs. (Adapted from Starr, R., 
and J.A. Cherry. In situ remediation of contaminated ground water: The funnel-and-gate sys- 
tem. Ground Water. 1994. 32(3):465-476. Copyright Wiley-VCH Verlag GmbH & Co. KGaA.) 
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basis depending on the depth, width, and saturated thickness of the plume 
which controls the overall dimensions of the system. Several other aspects 
of the subsurface construction procedure need to be considered such as the 
need for dewatering during excavation, the means and costs of GW and soil 
disposal, health and safety, and disruption to site activity. The continuous 
and funnel-and-gate PRB designs are the two PRB types which are currently 
being used for full-scale applications. 


3.2.3.1 Continuous PRBs 


For any site where GW flow and plume geometry are well understood and 
there is no construction constraint, the continuous barrier (Figure 3.3a) is the 
best design choice (Gavaskar et al. 2000). Continuous PRBs are the most com- 
mon field installations operating today and they have relatively minimal 
impact on the natural GW flow conditions at a site. Since the barrier covers 
the full width of the plume, the continuous barrier design generally requires 
a large amount of reactive medium compared to the funnel-and-gate system. 
The prevailing ZVI cost can be a major factor influencing the capital cost and 
hence, the choice of design. Continuous barriers do not have to be buried in a 
below low permeability zone of the aquifer as long as the hydraulic conduc- 
tivity of the saturated aquifer is less than that of the PRB (Figure 3.3h and i). 


3.2.3.2 Funnel-and-Gate PRBs 


In the funnel-and-gate PRB configuration with low permeability funnels, the 
GW is directed toward the reactive medium (the gate) (Figure 3.3b) (Birke 
et al. 2003). The funnel can be made of sheet piling, slurry walls, or some 
other material penetrating into an impermeable layer (aquitard) to prevent 
contaminant underflow (Gavaskar 1999) (see Section 3.3). Impermeable fun- 
nels are generally keyed up to 1.5 m into the aquitard. In an extremely large 
contaminant plume or highly heterogeneous aquifer the funnel-and-gate 
system can be modified to have multiple gates (Birke et al. 2003). Multiple 
reactive media in a separate vertical "treatment train" might be considered 
at a specific site with a combination of contaminants (Figure 3.3c). Care must 
be taken so that the reactions do not interfere or limit one another (Gavaskar 
1999). GW velocity within the treatment zone is usually 2-5 times higher than 
that resulting from the natural gradient, depending on the funnel:treatment- 
zone ratio (Day et al. 1999). To ensure that GW flow does not occur beneath 
the system, funnel-and-gate systems must be keyed into an underlying low 
permeable zone (Lai et al. 2006). 

It is very important to ensure that there is no gap between the permeable 
and impermeable wall funnel joints. Since the construction consists of both 
permeable and impermeable barriers, the construction cost is high compared 
to a continuous barrier design using less reactive materials (Gavaskar 1999). 
Typically, the ratio of funnel length:permeable treatment zone is «6. The 
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discharge through the gate can be increased by increasing the width, length, 
and hydraulic conductivity of the gate, and the width of the funnel (Starr and 
Cherry 1994). Various funnel extensions (Figures 3.3e, f, and g) are occasion- 
ally used to capture plumes under site-specific conditions. 


3.2.3.3 Reactive Vessels 


For decontamination, GW can be routed through a natural or engineered 
preferential pathway to a reaction vessel. The reactive vessel PRB design is 
very similar to the funnel-and-gate barrier except that it replaces the gate 
with in situ reactive vessels. These can be lifted out from the ground for 
maintenance or to replace the reactive medium (Phillips et al. 2010). The reac- 
tive medium can readily be replaced when exhausted and its performance 
can be restored quickly. The design of the reactive vessel enables investiga- 
tion of any problems and allows them to be fixed to restore performance. The 
design does not add much cost to the conventional funnel-and-gate system, 
but requires a permanent structure or provision for lifting the barrier at the 
site. In Europe, this design has become popular and several installations are 
now in place (Birke et al. 2007). 


3.2.3.4 Caissons PRBs 


Caissons (also known as in situ reactive vessels) are load-bearing enclosures 
that are used to protect an excavation. They are a relatively inexpensive 
way of installing reactive cells at depths inaccessible to a standard backhoe 
(Figure 3.4). Caissons can be of any shape in cross section and are made from 
common structural materials. Both ends of a caisson are open and are placed 
in the soil by a vibrating hammer. It is not economical to drive a caisson with 
a diameter larger than 2.5 m into the subsurface. The interior of the caisson 
is then excavated using a large auger to make room for the reactive medium 
(Gavaskar 1999). Once this has been loaded into it, the caisson is extracted 
which is a more difficult task than its installation. However, this is a rela- 
tively inexpensive way of installing reactive cells at depths inaccessible to 
a standard backhoe (Thiruvenkatachari et al. 2008). Ensuring a good seal 
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FIGURE 3.4 
Caisson gate PRB configurations. 
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between the caisson gate and the funnel wall in a funnel-and-gate system is 
an important consideration. 


3.2.4 Performance Monitoring 


Performance monitoring GW welllocations for the PRB are generally focused 
on the PRB system itself rather than on the entire site or the compliance 
boundaries (Figure 3.5). Traditional GW sampling approaches often result in 
withdrawal of a large volume of water that might compromise the PRB sam- 
pling objective. Consequently (Gavaskar et al. 2000), passive or semi-passive 
GW sampling approaches are recommended (Powell and Puls 1997). The 
performance monitoring program should be designed to detect changes in 
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FIGURE 3.5 

Locations of the performance monitoring groundwater well for continuous and funnel-and- 
gate PRBs configurations. (Reproduced with permission from Carey, M.A. et al. 2002. Guidance 
on the use of permeable reactive barriers for remediating contaminated groundwater. National 
Groundwater and Contaminated Land Centre report NC/01/51 P.69.) 
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reactivity, permeability, and contaminant under or over the PRB, or leakage 
through funnel walls if present as illustrated in Figure 3.5. 

The location of monitoring wells is a critical element in determining 
whether the PRB is meeting compliance and performance criteria deter- 
mined from hydrogeological modeling (see Section 3.2.2.1). Although site- 
specific conditions should always dictate the placement of monitoring wells, 
performance monitoring wells should be located up-gradient and down- 
gradient and, if possible, within the PRB. In addition, wells at each end of the 
PRB are necessary to verify hydraulic capture and evaluate potential plume 
bypass, particularly if impermeable funnels are used to intercept and control 
GW flow. Figure 3.5 illustrates idealized monitoring networks for continuous 
and funnel-and-gate PRB design, respectively (Carey et al. 2002). Regulatory 
requirements for location monitoring wells and sampling frequency vary. 
Therefore, regulatory-specific monitoring well requirements should be con- 
sidered during well design and construction. 


3.3 PRB Construction Techniques 


The installation method for a PRB system is very critical for their success- 
ful performance and includes geotechnical/civil design considerations, the 
method of construction, service and infrastructure, waste management, and 
health and safety requirements. Important factors for suitable construction 
for a specific site include 


* Soil quality at site and soil waste generation 
* Designer and contractor's expertise 
* Aquifer and aquitard characteristics 


* Construction constraints at the site (space availability for construc- 
tion of barriers) 


Construction budget 


Excavation and injection methods are the two major types of construction 
techniques for PRB installations. The depth to the GW table plays a part in 
the selection of the construction techniques, that is, for a shallow depth, exca- 
vation techniques are suitable and for a deeper barrier, injection methods 
are suitable. Depending on the contaminants present and disposal methods, 
the soil generated also influences the choice of the construction technique. 
Contaminated site soil quality influences the type of excavation in terms of 
the side wall support. In general, the excavation technique generates more 
spoil than injection-based techniques, however, excavation techniques are 
relatively easy and straightforward. In most cases it is assumed the aquifer 
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and aquitard are homogeneous, but they are always heterogeneous in nature. 
Detailed information on these techniques helps to choose the most appropri- 
ate construction methodology to install the barrier successfully. 


3.3.1 Excavation Techniques 
3.3.1.1 Biopolymer Trenching 


Biopolymer trenching is a cost-effective and versatile PRB construction 
method (Andromalos and Schindler 2005). During the excavation of a bio- 
polymer trench (Figure 3.6), biopolymer slurry such as guar gum is pumped 
into the trench (Day et al. 1999) to give stability to the trench wall. The exca- 
vation work can then continue while the biopolymer slurry remains in the 
trench. As the trench wall is stabilized other forms of trench support such as 
trench boxes or hydraulic shores may not be required. Trenches up to 21 m 
in depth can be constructed. A standard backhoe can excavate down to 7.5 
or 9 m and a modified backhoe down to 25 m (Gavaskar 1999). Backhoes 
have been used for many PRB installations and enable a rapid rate of excava- 
tion and generally require less skill to operate. After granular iron has been 
placed in the barrier, an enzyme is recirculated to degrade the biopolymer. 


3.3.1.2 Continuous Trenching 


Continuous trenching excavation, as shown in Figure 37, involves fill- 
ing with reactive medium and backfilling simultaneously, so that there is 


FIGURE 3.6 
Biopolymer trenching. (Reproduced with permission from Geo-Con®, Geo-Solutions Inc.) 
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FIGURE 3.7 
Continuous trenching and filling of reactive media. (Reproduced from University of Waterloo.) 


no open trench at any time. Continuous trenching is the most rapid PRB 
installation method. Continuous trenches can be dug to install a treatment 
zone from 0.3 to 09 m wide to a depth of 11 m. An arrangement of parallel 
trenches can be made to install thick walls. Although the cost of the continu- 
ous trenching equipment is relatively high, the fast trenching rate may make 
the overall installation cost economical for a larger barrier. 


3.3.1.3 Unsupported and Supported Excavation 


PRBs can be constructed without any sidewall supports (including biopoly- 
mer methods) if the trench can remain open for about 4 h without any sig- 
nificant caving in. This method is typically limited to depths of 6 m or less. 
A standard backhoe can be used for the excavation. If a trench wall collapses 
it is not possible to rectify it and a new trench needs to be constructed a few 
meters away, which may not be an ideal location for the PRB. Caution must 
therefore be exercised during unsupported excavation. Supported excava- 
tion for trench side walls can be constructed by trench boxes or hydrau- 
lic shores. The depth of the trench should be «6 m. Successful installation 
depends on an effective site layout, construction sequence and the selection 
of heavy equipment, flexibility in the construction method to accommodate 
unforeseen conditions, an understanding of backfill materials, the potential 
impact on the community and the environment, and the season for the con- 
struction work. 


3.3.1.4 Sheet Piling 


During trench construction sheet piles are driven around the perimeter of the 
PRB and the soil. Typically, internal bracing is required as depth increases. 
After backfilling is completed the sheet piling is removed and the GW is 
allowed to flow through the treatment zone, also known as "the cofferdam 
approach." A crane with a vibrating hammer is used to install the imperme- 
able barrier sheet pile for the construction of the funnel of a funnel-and-gate 
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FIGURE 3.8 
Sheet piles installation. (Reproduced with permission from Robertson GeoConsultants Inc.) 


PRB (Figure 3.8) (Gavaskar 1999). Before driving the sheet into the subsurface 
by a drop hammer or vibrating hammer, the sheet piles are connected at 
their interlocking edges to form a cutoff wall. The installation of the sheet 
pile is relatively easy and quick. The University of Waterloo, Canada, has pat- 
ented a technique for sealing adjoining sheet piles by pouring grout into the 
joints. The integrity of the sheet piles can be maintained to depths of about 
15 m. Use of sheet piles generates much less soil than other methods and is 
a very useful construction technique when the barrier has to be installed 
where there are horizontal space limitations. 


3.3.1.5 Slurry Wall 


Slurry wall installation is generally used to construct the impermeable 
funnel of the funnel-and-gate PRB. Soil/bentonite, cement/bentonite, and 
composite slurry walls are most commonly used (Meggyes 2005), with soil/ 
bentonite being the most common (Figure 3.9). A slurry trench is gener- 
ally excavated with a backhoe, a modified backhoe, or a clamshell digger, 
depending on the required depth. Backhoes are used extensively in North 
America for PRB installation whereas in Europe a hydraulic grasp and crane 
is the most popular method. Appropriate slurry is placed in the trench to 
maintain its stability. As the slurry permeates into the sides of the excavation 
depending on the slurry used, a fully hydrated filter cake of bentonite or 
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FIGURE 3.9 
Slurry wall construction mixing constituents. (Reproduced with permission from Geo-Con, 
Geo-Solutions Inc.) 


composite is formed along the sides. Finally soil/bentonite backfill is placed 
in the trench (Geo-Solutions Inc.). The slurry wall construction process is 
time consuming and is more expensive than sheet piling. 


3.3.2 Injection Techniques 


Injection methods do not involve excavation and, therefore, have consid- 
erable potential to minimize health and safety issues (Geo-Solutions Inc). 
However, the requirement of special equipment incurs higher operating and 
maintenance costs than conventional emplacement techniques. They also 
require especially skilled personnel to implement this technology on site. 


3.3.2.1 Hydraulic Fracturing 


With this technology a series of wells are installed along the length of the 
proposed barrier. A controlled vertical fracture is created in the wells and an 
iron/gel mixture is injected into the well as a reactive barrier. In the case of 
an impermeable barrier installation, a soil/bentonite slurry or soil/cement 
or composite slurry is injected. The gel is used to suspend and transport 
the iron filings into the subsurface. This is a promising technique for the 
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construction of deeper barriers; however, particular care needs to be taken 
in designing such gel mixtures. 

Caldwell Trucking, northern New Jersey (USA), have used a gel to suspend 
and transport iron filings into the subsurface. They found that the gel must 
be of sufficiently high quality and purity to have no impact on the iron reac- 
tivity and permeability. The injections of a rapid breaking enzyme is capable 
of breaking iron/gel mixtures even at the highest pH. The poor performance 
of this PRB is believed to be due to changes in the GW flow regime resulting 
from the injection of granular iron into the fractured bedrock, and the slow 
breakdown of guar gum gel. 


3.3.2.2 Jetting 


High-pressure jetting is an established practice to inject grouting agents to 
improve the structural characteristics of soil for construction purposes, as 
shown in Figure 3.10. Recently, injection of grout has been used to construct 
funnel walls and in order to get the required length and thickness of the 
funnel (Geo-Solutions Inc). Jetting is a sound technique for installing a wall 
around obstructions such as boulders or a utility line. Furthermore, it has 
the advantage of the small equipment requirements and a lower mobiliza- 
tion cost. 


3.3.2.3 Soil Mixing 


In deep-soil mixing, a hollow-stem auger with special mixing paddles is 
lowered to the desired depth and rotated to mix the soil (see Figure 3.11). 
As the auger is removed, reactive slurry is injected through the drill stem. 
A succession of these penetrations will create a row of columns to form a 


FIGURE 3.10 
Jet grout drill with jets activated. (Reproduced with permission from Soilmec? Drilling and 
foundation equipments.) 
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FIGURE 3.11 
Vertical soil mixing. (Reproduced with permission from Geo-Con, Geo-Solutions Inc.) 


PRB. This technique is best used in soft soil. Deep-soil mixing can be used 
at depths up to 40 m, creates minimal spoils, and has a higher production 
rate with lower costs than jet grouting (Geo-Solutions Inc). Because the soil 
is mixed with the slurry instead of being replaced, the slurry must be more 
concentrated than is the case for jet grouting. Soil mixing generally achieves 
greater PRB uniformity compared to the injection and fracturing techniques. 
The mixing results in a higher hydraulic conductivity of the columns rela- 
tive to the surrounding soil and consequently a slight increase in the capture 
zone of the wall. Mixing is also provided upstream of the barrier to maintain 
parallel flow lines entering the PRB. 


E: SSe 


3.4 Conclusion 


Among the existing remediation options, PRB is a very promising tech- 
nology in terms of operation and maintenance costs, as well as stability of 
performance. PRB installation is expensive but once installed it remains in 
place for decades. However, the scope for troubleshooting after installation 
is limited, so design selection and installation of the system are the keys for 
ensuring consistent performance. The type of design determines the way 
in which the plume is captured. The choice of the design and construction 
techniques is essential for the success of a PRB which is site-specific. To date, 
there are only about 20 years of operating data available on PRBs, although a 
contaminated plume may last for many decades. More research is therefore 
needed on the evaluations of performance and longevity of reactive barriers. 
Contingency plans needs to be incorporated in all PRB designs in the event 
of the barrier failing to perform. Existing data show that it may take many 
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years to reach the regulatory limits on contaminant concentrations down- 
stream of the barrier, and so an agreement with the relevant regulatory body 
about the decision to use a PRB and its design is crucial. 
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4.1 Introduction 


Permeable reactive barrier (PRB) technology is an increasingly viable option 
for remediating chlorinated hydrocarbon, petroleum hydrocarbon, and dis- 
solved heavy metals contamination (Chapters 2 and 3). The PRB is an in 
situ passive remediation technology and has certain advantages compared 
to other active remediation technologies such as the pump-and-treat and 
chemical oxidation. This technology also prevents the contamination from 
migrating to uncontaminated aquifer systems. About 200 PRBs have been 
installed worldwide (Das, 2002; ETI, 2005, see Chapter 3) for treating com- 
mon contaminants like chlorinated hydrocarbons (Burris et al., 1995; Orth 
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and Gillham, 1996; Roberts et al., 1996; McMahon et al., 1999; Vogan et al., 
1999; Schlicker et al., 2000), petroleum hydrocarbons (Guerin et al., 2002) and 
heavy metals (Powell et al., 1995; Gu et al., 1998; Shokes and Móller, 1999). A 
schematic diagram demonstrating the PRB technology is shown in Figure 
4.1. The most important components of the design and implementation of the 
PRB are a detailed understanding of the subsurface hydrogeology, the kinet- 
ics of the reactive material chosen for the barrier, and the long-term monitor- 
ing plan. The kinetics of the different reactive materials is well understood 
and documented. While a number of different reactive materials have been 
used, most of the PRBs installed worldwide utilize zerovalant iron (ZVI) as 
the reactive material (Rabideau et al., 2005). An overview of hydrogeological 
modeling for PRBs is given in Gupta and Fox (1999). The most challenging 
component of PRB design and implementation is the site hydraulics, and sev- 
eral case studies of PRBs demonstrate this aspect of the technology. 

Building a reliable simulation model for the implementation of any reme- 
diation technology requires reliable data from which a conceptual site model 
(CSM) is developed that represents the subsurface hydrogeology of the site. 
Adequacy of the design in this context often conflicts with the cost involved 
in the characterization process. There are often various conflicting objectives 
in the decision-making process and this requires a robust and optimal strat- 
egy to minimize uncertainties involved with the system and maintain the 
accuracy of the data. 

Subsurface hydrogeology modeling is implemented at various stages of the 
PRB technology. The general principles of PRB design and implementation 
have been discussed in detail by Gavaskar et al. (1998). The two basic designs 
of PRBs most widely applied are the funnel-and-gate and continuous-trench 
barriers (McMohan et al., 1999). Further information on these is provided 
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FIGURE 4.1 

A schematic diagram demonstrating the PRB technology. (With Permission from 
Environmental Technologies Inc. (ETI). 2005. http://www.eti.ca/, accessed March 28, 2005, ETI, 
Waterloo, Ontario, Canada.) 
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in Chapters 2 and 3. The implementation stages of PRB technology include 
the initial feasibility assessment, laboratory treatability studies (including 
column studies), estimation of PRB design parameters, and development of a 
long-term monitoring network for the performance evaluation of the barrier. 
This chapter provides a general overview of mathematical models used for 
implementing the PRB technologies. 


4.2 Design of PRBs 


The most important parameter in designing the PRB is the thickness of bar- 
rier, which is a function of both hydrogeological and contaminant param- 
eters. The contaminant concentration entering the barrier and its spatial 
distribution is the key for the design purposes. Since the contaminant trans- 
port depends on various hydrogeological and chemical properties it is criti- 
cal to estimate the hydraulic conductivity (K), dispersion coefficient (D) of 
the subsurface environment and the first-order decay coefficient of the con- 
taminant. Estimates of various parameters for designing the PRB are pro- 
vided in the following sections. 

A simple mathematical model (Rabideau et al., 2005) governing the trans- 
port process through the reactive barrier is represented by a one-dimensional 
advective-dispersive-reactive equation (ADRE). The governing equation for 
the single decay ADRE assuming a homogenous subsurface medium is as 
follows: 


2 
ap epi eg 
ot ox ox 
where 
c = aqueous phase contaminant concentration (M/L3) 
t = time (T) 


x = distance from the entrance of the PRB (L) 
v = interstitial fluid velocity (L/T) 

D = dispersion coefficient (L2/T) 

k = first-order decay constant (1/T) 


Application of the above equation to a PRB setting is commonly accom- 
plished by neglecting the dispersion term and treating the PRB as an ideal 
plug flow reactor, which leads to the following simple design equation (e.g., 
Gavaskar et al., 1998; USEPA, 1998): 


c(x = L) 
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where 
L = barrier thickness (L) 
c = constant contaminant concentration entering the barrier (M/L3) 


Most real-world contaminated sites are heterogeneous and anisotropic in 
nature. To simulate the groundwater flow and pollutant transport for the 
actual subsurface conditions, it is desirable that the simulation model cho- 
sen is able to accommodate both these aspects of the modeling. Important 
concepts of groundwater modeling have been presented by Anderson and 
Woessner (1992) and Zheng and Bennet (2002). 


4.2.1 Modeling of Induced Heterogeneity 


The presence of a PRB induces changes in the subsurface heterogeneity, which 
influence the groundwater flow and contamination migration pathways. The 
subsurface system is viewed as a combination of adjacent flow fields of differ- 
ent characteristics, such as hydraulic conductivities rather than a continuous 
domain (Das, 2002). In this scenario, the fluid dynamics play a vital role and 
the contaminant transport model must take this aspect into consideration. 
An example of the application of this model would be former gas works sites 
which often contain discarded pipes and large cavities. The presence of these 
in the subsurface results in the zones of free flow and thus, overall contami- 
nant transport in the subsurface is a combination of free flow and porous flow 
conditions. The contaminant transport in the free flow regions can be mod- 
eled using the Navier-Stokes (N-S) equations. The N-S equation of incom- 
pressible fluid flow is given as follows (Landau and Lifschitz, 1982): 


A Poo 
ot p 


where 
v is the kinematic viscosity 
u is the velocity of the fluid parcel 
P is the pressure 
p is the fluid density 


The fluid mobility within the barrier can be represented by Darcy or 
Brinkman equations, subject to the properties of the reactive material used 
in the barrier. The Darcy's law is stated as follows: 

For a finite one-dimensional flow, it may be stated as 


Ah 
= AK— 
Q L 
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where 
Q = volumetric flow rate (m?/s or ft?/s) 
A = flow area perpendicular to L (m? or ft?) 
K = hydraulic conductivity (m/s or ft/s) 
l = flow path length (m or ft) 
h = hydraulic head (m or ft) 
A = denotes the change in h over the path L 


The specific requirements of the simulation models for the PRB model- 
ing are summarized in Gupta and Fox (1999). In view of possible underflow, 
overflow, and interaction between adjacent aquifers, a three-dimensional 
model is the most suitable option. Hanging barriers (Chapters 2 and 3) will 
result in significant vertical flow gradients and it is critical that the tempo- 
ral distribution of vertical flow velocities should be accurately generated. 
Another requirement for the simulation model is that it should consider 
the variability of hydraulic conductivity induced by the PRB. Generally, the 
reactive material we use for the barrier has a higher K value than the sur- 
rounding matrix. This will result in a significant gradient in the hydraulic 
conductivity of the aquifer. In the case of a funnel-and-gate type of PRB, the 
funnel walls are very thick and highly impermeable, this is in contrast with 
the high-permeability barrier. For further information on funnel-and-gate 
type of PRBs, readers are referred to Chapters 2 and 3. The stability condi- 
tions of most numerical models will not allow us to solve the resulting high- 
contrast hydraulic conductivity distributions. 

The finite difference-based three-dimensional groundwater flow model 
MODFLOW (McDonald and Harbaugh 1988) is the most widely used model 
for simulating groundwater flow. MT3DMS (Zheng and Wang, 1999) and 
RI3D (Clement et al, 1997) are also common reactive transport models 
and these models can be used in conjunction with MODFLOW. Hsieh and 
Freckleton (1993) developed a computer program to simulate the horizontal 
flow barriers using a finite difference model. In order to evaluate the cap- 
ture zone of the PRBs, the model results should be compatible with the use 
of particle tracking algorithms. MODPATH (Pollock, 1989) is a widely used 
particle tracking code used in conjunction with MODFLOW. The finite ele- 
ment-based flow and transport simulation model, FEFLOW (Diersch, 2013) 
can also be used to model PRB systems. Finite element-based models have 
advantages over finite difference-based models in terms of the stability crite- 
ria, and they have the potential to address the complex nature of the condi- 
tions induced by subsurface heterogeneity. 

Many sites across the world—such as Somersworth Landfill, Sunnyvale, 
CA, USA—have used MODFLOW in the PRB modeling. FLOWPATH devel- 
oped by Waterloo Hydrogeologic has been used in Belfast, Ireland, and a 
DOE site in Kansas (USA) to evaluate the design of PRBs. Besides these, 
FLONET (Guiguer et al., 1992), FRAC3DVS (Therrien and Sudicky, 1995) also 
been used at some sites (Gupta and Fox, 1999). 
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When the longevity of the PRB is considered, one of the key concerns is min- 
eral fouling. Mineral fouling is the reduction in pore space caused by mineral 
precipitation in the reactive material of the barrier (Li et al., 2006). This will 
result in the reduction of the porosity and hydraulic conductivity (Johnson 
et al., 2005) of the reactive media that will in turn influence groundwater flow 
and pollutant transport pathways. Li et al. (2006) conducted a study using 
ZVI as the reactive medium to identify and assess the most significant param- 
eters impacting PRB hydraulics when influenced by a reduction in porosity. 


4.2.2 Process-Based Modeling 


The contaminant migration in the subsurface environment is influenced by 
various physical processes such as flow and nonreactive transport mecha- 
nisms, and geochemical processes. Understanding these processes holds 
the key for developing the reactive transport models to simulate the con- 
taminant transport in the subsurface environment. Process-based reactive 
transport modeling is an important tool for building a reliable simulation 
model for PRBs (Amos et al., 2004). Assessment and evaluation of a PRB 
requires the integration of complex biogeochemical processes occurring in 
the heterogeneous subsurface (Mayer et al., 2006). The primary goal of using 
process-based models is to predict the long-term performance of PRBs. A 
case study involving process-based reactive transport modeling has been 
conducted at Nickel Rim site (Benner et al., 1999) using the MIN3P (Mayer 
et al., 2002) numerical simulation model. This study integrated pore water 
data and solid-phase data from the reactive barrier, using the reactive trans- 
port model. The conceptual model included reduction rates and secondary 
geochemical parameters such as alkalinity and soil-phase data. This integra- 
tion process resulted in simulated sulfate reduction rates within a factor of 
1.5 of the field values. The same model was successfully used by Jeen et al. 
(2007) for the evolution of iron reactivity and dynamic changes in geochemi- 
cal conditions and remediation. Predictions under various hydrogeochemi- 
cal conditions showed that trichloroethene (TCE) could be treated effectively 
for an extended period without significant loss of permeability. The model- 
ing aimed to incorporate the effects of mineral precipitation on ZVI into a 
reactive transport model, in order to improve the prediction of long-term 
performance of ZVI PRBs. MIN3P was modified and tested against observed 
data from long-term column experiments designed to assess the extent of 
secondary mineral formation and its effect on the performance of the iron. 
The longevity of an iron PRB under various hydrogeochemical conditions 
was also estimated using the modified MIN3P. 

Abiotic reductive dechlorination using ZVI is considered one of the most 
important remediation techniques for remediating chlorinated hydrocar- 
bon compounds (Gilliam and O'Hannesin, 1992, 1994). This technique has 
been demonstrated at various contaminated sites across the world using PRB 
technology. 
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Prommer et al. (2008) modeled the geochemical and isotopic changes in a 
column experiment for degradation of TCE using ZVI. The researchers con- 
sidered that incorporation of the details of the degradation pathways of the 
organic contaminants had not been a primary concern and had not been 
taken into account in models such as Moffett Air Field (Yabusaki et al., 2001) 
and Elizabeth City (Mayer et al., 2001). The objective of their study was to 
provide a more comprehensive and integrated analysis of experimental data, 
including isotopic data, toward the long-term goal of process-based hydro- 
geochemical modeling for the efficient and economic design of ZVI PRBs. 

PHT3D (Prommer et al., 2003) was used in this study to simulate TCE 
degradation by ZVI and corresponding geochemical changes. PHT3D was 
developed by coupling a MT3DMS (Zheng and Wang, 1999) and PHREEQC2 
(Parkhurst and Appelo, 1999) to compute the reactive processes. The trans- 
port of TCE-contaminated groundwater through the experimental column 
filled with the Fe filings was simulated using PHT3D. Fitting the observed 
data with reaction rate constants provided by the parameter estimation 
tool PEST (Doherty, 2002) was coupled with PHT3D. The TCE degradation 
reaction network provided very good agreement between simulated and 
observed concentration as shown in Figure 4.2. 

Contrary to this observation, poor model calibration results were achieved 
with alternative versions of the reaction network, such as when the pro- 
duction of C3-C5 hydrocarbons was omitted, and also when the pathway 
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FIGURE 4.2 
TCE degradation reaction network using PHT3D. 
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DCE > acetylene was excluded. It is has been observed that semiautomatic 
calibration is a useful mechanism to verify and/or identify reaction pathways. 

A multicomponent reactive transport model was used by Yabusaki et al. 
(2001) to simulate mobile and nonmobile components undergoing equi- 
librium and kinetic reactions including TCE degradation, parallel Fe dis- 
solution reactions, precipitation of secondary minerals, and complexation 
reactions. The system was modeled using 36 chemical components and 8 
minerals for a systematic coupling of transport and reactions for multiple 
chemical components. 

Sass et al. (2001) conducted a geochemical assessment at three PRB sites to 
evaluate performance and longevity issues. The assessment was carried out 
at former NAS Moffett Field (California), Dover AFB (Delaware), and former 
Lowry AFB (Colorado) because they all exhibited different PRB designs, 
hydrogeological conditions and groundwater chemistry. Geochemical mod- 
eling with PHREEQC and Geochemist's Workbench was used to simulate 
Fe reactivity in each of the three groundwater types and to assist in under- 
standing precipitation sequences. Geochemical modeling results show that 
siderite (FeCO;) and marcasite (FeS;) are the initial phases to precipitate. As 
the reaction between iron and groundwater progresses, marcasite becomes 
unstable with respect to mackinawite (FeS). Authors felt that it is difficult to 
make a quantitative assessment of the longevity of the iron in the barriers. 


4.3 Numerical Models 


A number of numerical models have been used for the modeling of PRBs at 
various sites. Table 4.1 provides a summary of these models showing that 
they vary in input parameters. 


4.4 Case Study 


To demonstrate the modeling of a PRB, a case study demonstrating reme- 
diation of TCE at a long-term contaminated site in South Australia is sum- 
marized in the following section. At this site, PRB technology was used in 
combination with the pump-and-treat active remediation strategy at the 
source zone. The PRB technology works as a safeguard to prevent the con- 
taminant plume from migrating off-site. The PRB technology implemented 
on this site consists of a network of injection and extraction wells. It is envis- 
aged that the most appropriate option for the long-term management of the 
groundwater contamination at the site is some form of "funnel-and-gate"- 
type approach, taking advantage of the low permeability of the aquifer. 
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A multicomponent reactive 
transport model to facilitate the 
investigation of a large variety of 
problems involving inorganic 
and organic chemicals in 
variably saturated media 


TABLE 4.1 
Summary of Various Mathematical Models Applied to Various PRB Case Studies 
Name of the Model 
SI Including the Application of the 
No Developer Important Features Model 
1 PHREEQC (Parkhurst A reactive transport model Kowng et al. (2007), 
and Appelo, 1999) simulating geochemical reactions Morrison et al. (2001, 
Performs speciation, solubility, 2002), Courcelleus et al. 
and reaction path calculations for (2011), Santofirmia et al. 
aqueous, mineral, gas, surface (2009), Naftz et al. 
ion-exchange solution (2008), Caraballo et al. 
equilibrium (2010), Liang et al. 
Powerful inverse modeling tool (2003), Komnitsas et al. 
One dimensional advection- (2006), Sass et al. (2001), 
dispersion for dual porosity Navarro et al. (2006) 
2 Flow model RT3D and MT3D models can PRC (1996), 
MODFLOW simulate the groundwater Veerasekharan (2004), 
(Mc Donald et al. pollutant transport in Jirasko and Vanícek 
1996) along with combination with the flow terms (2009), Hemsi and 
nonreactive transport derived from modular Shackelford (2006), 
models MT3DMS groundwater flow model, Barma (2010) 
(Zheng and Wang, MODFLOW 
1999) and RT3D 
(Clement et al., 1997) 
3 PHT3D:MT3DMS- This model can simulate the Prommer et al. (2008) 
PHREEQC reactive transport processes 
within the PRB 
4 TRAFFIC (Roumane Can simulate couples Kowang et al. (2007) 
et al. (2003) groundwater flow, multispecies 
reactive transport and heat 
transport 
A comprehensive electro-kinetic 
transport 
5 PHAST (Parkhurst Simulator for the groundwater Kowang et al. (2007) 
et al. (2004) flow, pollutant transport 
involving multi-component 
geochemical reactions for the 
three-dimensional subsurface 
The flow and transport processes 
are governed by HST3D (Kipp, 
1997) and geochemical reactions 
are governed by PHREEQC 
(Parkhurst and Appelo, 1999) 
6 MINSP (Mayer et al. A generalized formulation for Yang (2008) 
2002) kinetically controlled reactions 


72 Permeable Reactive Barrier 


Given the depth of the groundwater and the low permeability of the aqui- 
fer unit, a number of large diameter PRB media filled boreholes have been 
installed with 150 mm diameter casing. This will enable both monitoring 
within the barrier itself and also to enable long-term extraction from the cen- 
ter of the PRB to assist in controlling groundwater flows through the barrier 
media, following the cessation of hotspot treatment. The contaminant will 
be removed by the media as the groundwater flows through it toward the 
extraction points; the extracted water will be directly reinjected into the infil- 
tration wells. This will enable semi-active/semi-passive management of the 
plume over the long term. 


4.4.1 Site Description 


The site is located north of Adelaide's central business district and covers 
approximately 1800 ha. Several potentially contaminated areas have been 
identified within the precinct resulting from defense-related activities such as 
weapons development, army training, testing, and its use as an air force base. 

From the groundwater monitoring investigations, a steady increase of TCE 
concentration at the site was observed, suggesting either direct disposal of 
TCE into the groundwater or significant leaching from contaminated soils. 
Historical information suggested that the contamination was likely to be due 
to periodic dumping of solvents and chemicals in the area. The standard 
practice at the time was to dispose of solvents directly onto adjacent land or 
to dig pits in which nonflammable and nonvolatile chemicals were buried. 
The sediments at the site have a very low hydraulic conductivity and repre- 
sent a limited water-bearing stratum rather than a conventional aquifer. 

From the present contaminant distribution, we conclude that the mean 
groundwater flow is toward the west as shown in Figure 4.3. However, the 
breadth of the contaminant plume indicates that the flow direction varies 
due to spatially and temporally changing recharge rates. 


4.4.2 Model Construction 


The PRB modeling calculations were carried out using the FEFLOW (Diersch, 
2013), a finite element-based groundwater flow and solute transport simula- 
tion mechanism. Two separate groundwater flow and transport models were 
set up: one displays the whole active remediation process (model I) and the 
second (model II) calculates the passive impact of the extraction wells at the 
tip of the plume, once the active remediation ceases. This detailed model 
includes all the well geometry. 

The area of the regional model (model I) measures 2.36 km? and includes 
219,648 spatial elements. The area of site covers only 0.176 km? and the spa- 
tial elements are much smaller here (about 10 m? high spatial discretization). 
Model II has 159,168 elements with a model surface area of 11,400 m2. 
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FIGURE 4.3 
Local groundwater contours at the site in January 2010. 


The simulation began with the contaminant plume, as interpolated from 
the chemical analyses in March 2010. The vertical limit of the plume is 
set uniformly at 6 m Australian Height Datum (AHD) based on the filter 
screen positions of the wells. The highest TCE concentrations have been 
measured in the wells with shallow filter screens, while concentrations in 
the deep screened wells are negligible. 


4.4.3 Reactive Contaminant Transport 


When referring to reactive contaminant transport, it is important to distin- 
guish between the TCE adsorption on naturally occurring organic matter 
within the modeled area and TCE adsorption onto the reactive material 
(Remat™) in the annular space of the extraction wells. 

For the reactive contaminant transport within the model area, uniform 
organic carbon content was defined as the mean of the measured con- 
tents. For the adsorption, a linear sorption isothermal curve was assumed 
(HENRY Isotherm). From the organic carbon content (0.042%) and the K.. 
value of TCE (adsorption on organic matter, 94), the distribution coefficient, 
Ky, is calculated. Kp defines the ratio of dissolved TCE in the groundwater 
and TCE adsorbed to the organic matter in the sediment (Equation 4.1). For 
TCE in this aquifer it is 0.039 L/g. From the value of Kp, the bulk density 
(1.5), and the water content (0.1), the retardation factor, R, of TCE in the 
aquifer is calculated. It defines how much more slowly TCE is transported 
compared to a water molecule (Equation 4.2). The value of R for TCE at this 
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site is 1.56. Thus, at a groundwater flow velocity of 1 m/a, TCE transported 
is 0.64 m/a. 


Ky = Corg [100%] x Koc (41) 
100 
Reds ES x L) (42) 


In the second model (model II, detailed model), the annular space of the 
extraction well system at the tip of the plume was reproduced to scale, in 
order to simulate passive remediation which occurs after the pumping has 
ceased. For the reactive material Remat™, batch and column experiments 
have been carried out by CRC CARE. As a result, adsorption isotherms and 
breakthrough curves were provided by chemists at CERAR, University of 
South Australia, and the results are considered in the model. Concerning 
adsorption, the Freundlich isotherm gave the best correlation to the mea- 
sured values and was used for the simulations as shown in Figure 4.4. 

The column experimental study showed that the breakthrough curve of 
TCE was a straight line over the entire trial. This indicates that the adsorption 
process is controlled by kinetics and increases with time, and also that the 
material being investigated has a very high capacity for retaining TCE. The 
adsorption of TCE on Remat™ might be controlled by the slow diffusion of 
the contaminant toward the inner surfaces of the organic material. We deter- 
mined the adsorption parameters from the breakthrough curve using the 
software Stanmod (Simunek et al., 1999). The two-site-nonequilibrium sorp- 
tion model (Wagenet and Van Genuchten, 1989) fits the experimental points 
best. The parameters used in the numeric simulations rather underestimate 
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FIGURE 4.4 
Freundlich adsorption isotherm for REMAT™ from batch experiments. 


Groundwater Modeling Involving PRBs 75 


the adsorption capacity of REMAT™ and therefore represent a worst-case 
scenario. 


4.4.4 Model Parameters 


The simulation model used various parameters such as hydraulic conductiv- 
ity, recharge rate, porosity, and so on, as presented in Table 4.2, to simulate the 
contaminant concentrations over model domain at specified time intervals. 

The values of the groundwater recharge and the hydraulic conductivity 
are the first values that have been changed during the model calibration. 
The parameter values were chosen according to the laboratory and field 
experiments. The precision of the measurements or their variance in time 
and space have not been taken into account, but their effect on the results is 
discussed in the evaluation. 


4.4.5 Model Calibration 


Calibration is achieved by varying the groundwater recharge and the 
hydraulic conductivity in the region. Reference points for the calibration on 
the groundwater recharge were the regional groundwater contour map and 
the TCE center line at site. In the area of the site, the hydraulic gradient of the 
groundwater is very low. As a result, there are no groundwater contours in 
the regional contour map. The center line of the TCE plume, however, devi- 
ates from the regional flow direction toward the west; the contaminants turn 
slightly toward the north. For this reason, the groundwater flow direction 


TABLE 4.2 

Model Parameters and Their Values 

Model Parameters Values 
Hydraulic conductivity, k, 5.6 x 107 m/s 
Recharge rate -10mm 
Groundwater flow 0.1-10 m/a 
Porosity in aquifer 0.10 

Porosity REMAT™ (Modell II) 0.45 
Longitudinal dispersivity D, 0.5m 
Transversal dispersivity, D, 0.05 m 
Retardation factor aquifer, R 1.56 

Kp value, aquifer 0.04 L/g 
Solute transport TCE 0.075 -7.5 m/a 
FREUNDLICH parameters REMAT™ 

K; 2 ug/g 

N; 1.5 
Degradation rate Ost 
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had to be calibrated by slightly changing the recharge rates at some points/ 
lines of the site: the storm water ditch south of the contaminant plume, causes 
a higher recharge rate which leads to the deviation of the contaminants. The 
groundwater recharge varies between +35 and -35 mm/a. 


4.5 Scenarios 


The remediation strategy applied for this study area is a combination of 
active and passive remediation approaches. The active remediation includes 
the pump-and-treat technology at the hot spot, that is, at the contamination 
source area with passive remediation which include the large diameter PRB 
wells coupled with extraction wells. Various scenarios have been calculated 
considering both remediation approaches. The scenarios simulate the reme- 
diation of the TCE groundwater contamination through the operation of 
large diameter wells that are filled with the reactive material REMAT™. The 
annular space of the wells has a large and well-defined diameter. The objec- 
tive of the numeric simulations was to configure the most effective remedia- 
tion plant, in order to carry out the remediation as quickly as possible and to 
minimize the number of extraction and injection wells, as their construction 
is expensive. 

The principal problems of the site are the low hydraulic conductivity of the 
sediments, the distance of the groundwater to the soil surface (11 m) and the 
size of the contaminant plume (400 x 250 m). Hence, for an effective remedia- 
tion, numerous large diameter wells down to depth of 20 m are needed. First 
simulations indicated that the maximum pumping rate of one large diam- 
eter well is only about 1 m?/d and the corresponding cone of groundwater 
depression has only a small diameter (see Figure 4.5). 


22.00 


Depth (m AHD) 
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FIGURE 4.5 
Calculated cone of groundwater depression and estimated range of depression. 
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4.6 Outcomes 


The objective of the remediation was to increase the hydraulic gradient in the 
areas of high TCE concentration in order to achieve a significant contaminant 
transport toward the wells despite the low hydraulic conductivity. By infil- 
trating remediated groundwater at the fringe of the plume, the gradient is 
further increased. The simulations, however, show that an extensive increase 
of the hydraulic gradient is only possible with a larger number of extraction/ 
injection wells, because even with the maximum pumping /injection rate the 
cone of depression/groundwater elevation of each well covers only a very 
small zone (see Figure 4.6). 

If, on the other hand, the extraction wells are positioned close to each 
other, the cones of depression form a connected drawdown which enhances 
the remediation significantly. The evenly distributed infiltration wells at the 
fringe of the plume have little influence on the hydraulics. 

Whether the whole contaminant plume is captured by pumping can be 
ascertained from particle tracking calculations. If a TCE molecule at the 
500 ug/L fringe of the plume is actually transported toward an extraction 
well and if the injection of water at the boundary of the contamination does 
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FIGURE 4.6 
Hydraulic effect of a large diameter extraction well. 
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not actually broaden the plume, this provides confirmation of plume cap- 
ture. The particle tracking method is therefore an important control for the 
correct positioning of the extraction and injection wells. The results show 
that in none of the scenarios the TCE plume spread during remediation. In 
fact, the extraction and reinjection of groundwater leads to a diminution of 
the plume (2500 ug/L area, see appendices). 

Owing to the low hydraulic conductivity of the sediments, the hydrau- 
lic changes through extraction/injection of groundwater do not show up 
quickly, but need quite a long time. In order to check this, the simulations of 
Scenario 4.1 consider transient hydraulic conditions. The results show that 
stable hydraulic conditions are only reached after a duration of about 1 year. 
This has to be considered in the remediation design. 

In the scenarios, the distribution of TCE (dissolved in the groundwater) is 
demonstrated after 1, 3, and 10 years. Scenario 1 describes the natural situa- 
tion without any remediation (even without trial remediation). 

In conclusion, the remediation of the source zone with the current wells 
(Scenario 2) is leading to a satisfactory clean up of TCE within the planned 
timeframe of 10 years. The contaminant concentration has fallen to less than 
100 ug/L of TCE leading to a separation of the remaining plume from the 
original contaminant source. The same is true for the hot spot. Here, a small 
number of remediation wells are leading to a relatively rapid remediation of 
this spatially limited gravity center of the pollution (Scenario 3). 

The remediation of the source zone and hot spot alone leads to a reduc- 
tion of the TCE mass by 64%, leaving a remaining total mass of less than 
20 kg (dissolved + adsorbed). The remediation at the tip of the plume has 
little influence on the decreasing TCE mass. However, even in Scenarios 2 
and 3, the two existing extraction and injection wells at the tip of the plume 
contribute to TCE reduction. The effect of the additional wells at the tip of 
the plume in Scenario 4 has only a minor influence on the removal of total 
TCE mass. 

The influence of the infiltration of cleaned groundwater can be seen from 
Scenario 4.3. Compared to Scenario 4, where water is reinjected into the aqui- 
fer at the tip of the plume, the northwestern part of the TCE plume remains 
much broader in Scenario 4.3 In Scenario 4.3, the extraction rate for the line 
of wells at the tip of the plume had to be reduced in order to avoid the wells 
running dry. 

When building a second line of wells across the center of the plume 
(Scenario 5), the contaminant mass in the center is reduced even more. The 
reduction, however, is most significant at the tip of the plume. Moreover, by 
reducing the total number of wells at the tip of the plume, the north-west- 
ward spread of the TCE continues. In this scenario, the TCE mass is reduced 
by 70% after 10 years and therefore, the remaining contaminant mass is 
slightly lower than that in Scenario 4. It should be noted that with this well 
positioning, a large area displays a mean remaining TCE concentration after 
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10 years. When distributing the extraction wells in the center of the plume 
(Scenario 6), remediation becomes significantly more efficient. 


4.6.1 Effectiveness of Passive Remediation 


The passive remediation by the REMAT™ filled annular space of the 
extraction wells was evaluated in an additional model. The detailed model 
describes the development of the TCE concentration at the tip of the plume, 
once active remediation has ceased. To this, additional simulations were car- 
ried out following 10 years of remediation with a line of extraction wells 
at the tip of the plume. Here, the groundwater is cleaned while it passes 
the annular space of the extraction wells by the adsorption of TCE on the 
REMAT™. As the hydraulic conditions of the reactive material are better 
than those in the sediments, the sphere of influence of the passive wells is 
slightly bigger than their large diameter. Nevertheless, the groundwater is 
not completely captured because the distance from one well to the next is too 
great. The numerical simulations were carried out for a period of 30 years. 
The results show that the contaminant plume is not entirely captured by the 
line of passive wells. 


4.7 Evaluation of the Simulations 


The simulations have shown that a complete passive remediation of the site 
in an acceptable period of time is not possible. Despite the high number of 
large diameter extraction and injection wells and their great depth, each of 
the scenarios leads only to partial remediation. However, they do show that 
the TCE mass and its spread can be reduced significantly. Passive remedia- 
tion approaches, on the other hand, do not lead to a significant remediation 
at this site. Moreover, the reactive material has only a limited adsorption 
capacity and the installation of large diameter wells is rather expensive. 

On the basis of numerical modeling, CRC CARE demonstrated that a 
passive remediation would take several decades. Therefore, a remediation 
concept consisting of an active source remediation and passive PRB sys- 
tem which consists of large diameter bore wells was developed. Modeling 
results demonstrate that both the source area treatment and long-term moni- 
toring of PRB shall continue in order to achieve desired remediation goals. 
CRC CARE has predicted the contamination scenarios at the site after 1, 2, 
and 10 years of treatment as shown in Figures 47 through 49. This could 
be compared to the status of groundwater contamination shown along with 
groundwater flow contours in Figure 4.2. 


80 Permeable Reactive Barrier 


FIGURE 4.7 


Simulation of TCE plume after 1 year of remediation. 
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FIGURE 4.8 


Simulation of TCE plume after 3 years of remediation. 
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FIGURE 4.9 
Simulation of TCE plume after 10 years of remediation. 


That includes both the active source remediation and passive remediation 
system and the following results provide the details about the predicted out- 
comes. The TCE concentrations measured post commissioning of PRB are 
similar to the predictive modeling outcomes as the source concentrations are 
brought down to one-third of original concentrations. The contamination 
source strength could be brought down to significant levels after a minimum of 
3 years operation and after 10 years of treatment, the source is completely elimi- 
nated. Considering the broader remediation interests of the site, the PRB system 
(source remediation+ PRB system) that we have at study areas is recommended. 


4.8 Conclusion 


Successful commissioning of a PRB depends upon the effective characteriza- 
tion of a subsurface environment and understanding various physical and 
geochemical processes that influence the groundwater flow and contaminant 
transport. To this end, an overview of various analytical and numerical models 
that have been used in designing PRBs in the world are given the chapter. An 
Australian case study has also been discussed to demonstrate the PRB model- 
ing aspect. The TCE concentrations measured post commissioning of PRBs in 
a case study are similar to the predictive modeling outcomes, as the source 
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concentrations are brought down to one-third of concentrations observed 
prior to PRB commissioning. A novel approach of coupling PRB technology 
in the form of large diameter bore wells with the contamination source zone 
is demonstrated through the case study. The potential applicability of PRBs in 
remediating the chlorinated hydrocarbon contamination is established. 
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5.1 Introduction 


Zero-valent iron (ZVI) applied in engineered permeable reactive barriers 
(PRBs) as well as application of nano and/or micro scale ZVI emulsions 
(NZVIs) by in situ injection are effective in situ technologies for remediat- 
ing groundwater plumes or source zones, respectively, which are contami- 
nated by chlorinated volatile organic compounds (cVOCs) or certain heavy 
metals. 

However, ZVI or NZVI types used for these purposes so far have actually 
been produced chiefly for entirely different industrial applications rather 
than application to groundwater remediation, that is, they do not repre- 
sent tailored reagents regarding their application to remediating contami- 
nated sites. This contribution describes investigations and first results of a 
study which has been performed during the second operational term of the 
German research and development (R&D) PRB cluster “RUBIN” between 
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2006 and 2012 (Birke et al., 2004, 2005; RUBIN, 2014), to address this issue in 
order to achieve an improved quality assurance regarding proper practical 
field scale implementations of different ZVI and NZVI brands and produc- 
tion batches. 

All ZVI or NZVI types, which have been applied so far to reductively 
dechlorinate cVOCs in contaminated groundwater, are of technical grade, 
especially regarding PRBs, which very often are made from scrap metals 
of different origins, compositions, and so on. Or regarding NZVIs, which 
are originally produced for application in the electronic or even food indus- 
try, therefore are very often associated with different kinds and amounts 
of trace elements. Thus, their reactivity regarding cVOC dehalogenation in 
groundwater can vary significantly, which has already been addressed and 
documented extensively (Johnson et al., 1996; Miehr et al., 2004; Ebert et al., 
2006). 

We conducted long term column and short term batch experiments as 
well as electrochemical investigations, to investigate the impact of differ- 
ent technical ZVI brands (at nano scale as well as coarser qualities to be 
used in PRBs) as well as different ZVI production batches from the same sup- 
plier on the reductive dechlorination efficacy regarding tetrachloroethene 
(PCE) in groundwater. It was found that trace elements and local surface 
elements do vary significantly regarding types and amounts, and they 
may have a significant impact on the degradation efficacy. It is apparent 
from these investigations that a useful protocol for practical applications/ 
implementations is required to properly and effectively select the right 
ZVI or NZVI type as well as its right production batch just prior to its par- 
ticular field-scale application in a ZVI PRB, or regarding injecting NZVIs. 
This would be especially useful when feasibility tests have been performed 
significantly earlier to the actual field application, that is, wherein different 
production batches of the same ZVI type/brand might have been used/ 
checked earlier in the lab rather than later applied in the field. The protocol 
covers instructions for recording some basic chemical and physical param- 
eters (maybe repeating a column experiment, and/or just redoing some 
short term, easy and inexpensive batch experiments) in order to ascertain 
that the very ZVI production batch (coarse ZVI or NZVI) to be loaded to 
a field-scale PRB or to be injected into a source zone, respectively, will not 
significantly differ in its reactivity compared to the batch that was tested 
in the column experiment earlier, thus avoiding a potential malfunction. 
Such a precautionary measure may prevent applicants/stakeholders (espe- 
cially, vendors and site owners) from facing a potentially serious failure 
at the beginning of a field-scale application using ZVI or NZVI, simply 
due to applying the ^wrong" production batch. Furthermore, these inves- 
tigations may deliver a significant contribution to improved planning and 
help predict more precisely field-scale applications of ZVI PRBs as well as 
injections of NZVIs in the future. 
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5.2 Results and Discussions 


In contrast to numerous other technical ZVI and NZVI brands, carbonyl 
micro-ZVI basically shows a low reactivity regarding the reductive deha- 
logenation of perchloroethene (PCE) in groundwater. This can be readily 
understood because it consists highly pure iron, and it is well known to be 
reluctant to corrosion in water at a higher degree. A cyclovoltagram (CV), as 
shown Figure 5.1, shows that an iron electrode made of pure iron is much 
nobler than technical grade iron such as iron sponge (Responge®) that has 
been degrading the groundwater contamination of several 1000 ug/L PCE 
in a pilot-scale ZVI PRB in Rheine, Northwest Germany, since 1998. It can be 
seen that the slope of the hysteresis loop is much steeper for Responge; more- 
over, the CV of pure Fe shows passivation in the potential range between -1.0 
and roughly —0.7 V (related to a saturated calomel electrode [SCE]). 

The CV measurements carried out with contaminated groundwater from 
the Rheine site showed no evidence of direct PCE reduction signals (neverthe- 
less, they can be found through measurements in aprotic solvents, e.g., acetoni- 
trile). Therefore, reductive dechlorination of cVOCs in water by elemental iron 
is, compared to anaerobic corrosion, a significantly less favorable process from 
an electrochemical viewpoint. 
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FIGURE 5.1 

CV of a pure iron electrode in comparison to a platinum electrode and technical ZVI Responge 
electrode in groundwater (collected at the Rheine PRB site in Germany, being contaminated 
approximately by 10 mg/L PCE). SCE (saturated calomel electrode): +241 mV versus SHE (stan- 
dard hydrogen electrode), mV = millivolts. 
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In contrast, when plated with certain metals in order to produce highly reac- 
tive local elements at the surface, carbonyl ZVI production batches become 
highly reactive regarding the degradation of PCE (Figure 5.2). 

Checking different technical ZVI brands and production batches used 
for applications in PRBs, a wide range of differing trace element contents 
is encountered for both the average bulk composition of the particles and 
the surface compositions (Figures 5.3 and 5.4). To get an overview of the 
true (surface dependent) first-order rate constants for the reaction of PCE 
(10 mg/L) in groundwater from the Rheine PRB site, different technical 
ZVI brands and production batches as well as artificially produced combi- 
nations of pure ZVI with certain elements (produced by ion beam deposi- 
tion of the trace element to the surface of a highly pure iron waver) were 
investigated in an electrochemical batch cell, equipped with electrodes 
comprising a particular metal of concern embedded into an epoxide resin 
(Figure 5.5). 

From Figure 5.6 it can be seen that peerless iron as well as certain combi- 
nations of pure iron doped with trace elements such as sulfur, nickel, and 
manganese show the highest rate constants. Hence, it can be demonstrated, 
regarding only one groundwater type and contaminant (PCE) at a certain 
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FIGURE 5.2 

Different NZVI types/brands (they can differ in average particle sizes, their coatings with 
silicates, etc.) plated with around 0.2% nickel metal show different reactivities toward PCE 
in groundwater from the Rheine site (results of double-batch experiments at 10°C). Brand IV 
and #VI show the highest turnovers of PCE within 21 days (type VI being the most effective 
one), only type #V showed poor turnover. As delivered/received, for pure carbonyl iron there 
is virtually no dehalogenation over 28 days. When plated with nickel, a virtually total degra- 
dation of PCE can be observed within 21 days. Note that a recently introduced new carbonyl 
micro-ZVI type shows high degradation of PCE within a few hours without any additional 
plating. 
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FIGURE 5.3 

Normalized average trace element bulk concentrations concerning different ZVI brands 
(GM = Gotthart-Maier ZVI), sample workup by aqua regia dissolution and ICP-OES analyses. 
Great variations regarding kinds and amounts of trace elements are observed. 


concentration level, that vastly differing degradation efficacies have been 
encountered when applying different ZVI brands or production batches. 

To develop a quality assurance program to address this issue, different 
batch experiments using two Gotthart-Maier production batches (“GGG1” 
and “GGG3”) were performed in comparison to the column experiment 
using the same production batch. It could be verified (Figure 5.7) that a good 
correlation between the applied amount of ZVI and the pseudo first-order 
rate constant k(obs) (1/h) can be attained. These findings are virtually inde- 
pendent of the stirring rate. In the corresponding column experiment, k(obs) 
could be determined at 0.05 1/h after around 20 pore volumes (the very first 
pore volume show adsorption and not degradation, which is a very common 
observation for technical ZVI brands regarding column or batch studies). 

As shown in Figure 57, GGG1 shows higher degradation as GGG3; the 
reactivity of GGG3 was intentionally decreased by soaking with (noncon- 
taminated) Rheine groundwater over 1 week (“GGG3 rusted”) as well as by 
heating up to 600°C for 6h in a muffle kiln (“GGG3 calcinated") in order 
to simulate potential failures/malicious conditions while manufacturing or 
storing; that is, for example heating scrap iron in a rotary kiln for too long, 
or storing in conditions where humidity/water may get access to the freshly 
produced ZVI batch. 
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FIGURE 5.4 


Normalized average trace element surface concentrations concerning different ZVI brands 
(GM = Gotthart-Maier) according to EDX analyses. Great variations regarding kinds and 
amounts of trace elements are observed. 
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FIGURE 5.5 

ZVI electrodes (ZVI was embedded into a resin, cut, and polished) used for determining 
surface-dependent first-order rate constants regarding the degradation of PCE (10 mg/L) in 
groundwater of the Rheine PRB site (Germany). Left: Gotthart-Maier, right: Responge? elec- 
trodes, both no current and galvanostatically operated. 
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Normalized specific surface-dependent first-order rate constants ksa = dCm in mg PCE/cm?*h 
for different ZVI brands and different production batches of them as well as artificially pro- 
duced combinations of pure Fe wavers spiked with certain metallic and nonmetallic elements 
(made by ion beam implantation) regarding degradation of PCE in groundwater from the 
Rheine PRB site (Germany). Sulfide containing ZVI types provide high surface normalized 
rate constants (dCm) after 24, 48, 72, or 96 h of treatment. "Strom" = no current, “galv” = galva- 
nostatical experiment. 
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Linear relationships between k(obs) (1/h) and Gotthart-Maier ZVI (“GGG”) mass employed 
in batch experiments using PCE in contaminated groundwater from the Rheine PRB site in 
Germany at 10°C. Values are virtually independent of the stirring rate/duration of stirring 
(using an overhead stirrer/shaker). Data points represent a single-batch experiment and the 
amount of two different Gotthart-Maier ZVI production batches during 1 year (“GGG1”, 
“GGG3”) per 100 mL. Calcinated GGG does not show any reactivity. Hence, conditions for 
degreasing scrap iron in a rotary kiln must be controlled very well if the production batch is 
supposed to be loaded to a PRB. 


5.3 Conclusion (Recommendation for a Test Protocol to Check 
ZVI and NZVI Brands and Production Batches for Proper 
Field Application) 


On the basis of these findings, a recommendation for a quality assurance test 
protocol can be outlined. Regarding the column experiment, which shows 
the best performance (therefore, the ZVI brand used therein will most proba- 
bly be selected for the later field-scale application), batch experiments should 
be carried out in parallel by applying three to four different amounts of the 
same ZVI or NZVI brand and production batch in order to assign k(obs) of the 
column experiment (after 20-30 pore volumes) to a specific amount/portion 
of ZVI, which is required in the batch experiment to show approximately the 
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same value. If the batch experiment is repeated again using the actual (dif- 
fering) production batch of ZVI or NZVI to be charged into a field-scale PRB 
or to be injected into an aquifer, respectively, and it shows nearly the same 
value of k(obs), there would be no concern to actually apply it in the field. 
If k(obs) were significantly lower, one should be cautious regarding apply- 
ing this production batch to the PRB in the field. Further investigations are 
required. In parallel or as a stand-alone solution, an electrochemical deter- 
mination of the surface-dependent first-order rate constants ksa, as outlined 
in Figures 5.5 and 5.6, is also a very good approach to check the ZVI or NZVI 
production batch for its proper reactivity towards cVOCs shortly before its 
field application. 

In addition to checking k(obs) in a simple batch experiment or ksa in the 
electrochemical batch experiment, it could be useful to perform some fur- 
ther simple analyses, especially for ZVI brands produced from iron scrap, 
according to a test protocol of Connelly-GPM Inc., Chicago, Illinois (USA) 
(Klein, 2007; personal communication by the owner of Connelly-GPM Inc., 
Mr Stephen M. Klein, with the first author (VB) in October 2007): 


* Raw borings are tested for moisture content by weight difference 
with oven drying. 

* Borings sample is tested for oil content by weight difference with 
flame heating. 


* Nonferrous content determined both by magnetic separation and 
caustic bath. 


* Sample is screened to determine particle size distribution. 


* Sample is ground to simulate effects of processing, then screened to 
estimate postmill particle size distribution. 


* Based on a combination of the results of the above test protocol, a 
decision is made regarding the suitability of the raw material for 
ZVI production. 


e After approval, all subsequent shipments are inspected to confirm 
uniformity with the approved sample. 


* Borings are kept in 9-12 separate piles for proprietary blending. 


* The density is checked by filling a box with product and determin- 
ing the total weight. 


* [n the case of 3000 Ibs bulk bags, samples are taken from each bag 

and marked “top,” “middle,” or "bottom" and labeled with the pro- 
duction code designation, so that it can be matched to the bag. These 
three samples are tested for water absorbency, and combined with 
a maximum of nine bulk bags and a screen test run. Also, there is a 
visual inspection of the three samples for uniformity. Any change in 
appearance at the beginning and at the end is noted. This is taken 
into consideration when samples are grouped for further testing. 
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Any material found to be out of specification is removed from the 
finished product category and dumped back to raw material, to be 
reprocessed. 


Therefore, in the case of Connelly ZVI, the finished product must meet 


e Cubic foot weight (140-160 lbs/ft? for the particular brand “ETI 
CC-1004" suitable for applications in PRBs) 


* Water absorbency, free of oil, and grease 
* Screen specifications 
* [ron content at 85% minimum 


* Customers packaging requirements 
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6.1 Introduction 


Interest in site-specific evaluations of permeable reactive barrier (PRB) per- 
formance is high, particularly with regard to issues relating to media longev- 
ity and hydraulic performance. As compared to a large number of full-scale 
PRB applications around the world that have been constructed to remediate 
groundwater contamination, few long-term data sets are available in the lit- 
erature that provide PRB performance in detail. Higgins and Olson (2009) 
recently conducted a life-cycle comparison of PRBs versus pump-and-treat 
operations for groundwater remediation. On the basis of their analysis, it was 
found that environmental impacts from PRBs are driven largely by material 
production requirements and by energy usage during construction, while 
for pump-and-treat systems environmental impacts are driven by opera- 
tional energy demand. Higgins and Olson (2009) suggest that the minimum 
longevity of granular iron PRBs required to outcompete pump-and-treat sys- 
tems is 10 years. Consequently, a key aspect of life-cycle analysis and cost/ 
performance assessment is to have predictive tools that reasonably estimate 
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long-term PRB performance using site-specific parameters such as ground- 
water chemistry and hydrologic conditions. 

The granular iron PRB installed at the US Coast Support Center located 
near Elizabeth City, North Carolina, (USA) is a well-documented full-scale 
PRB designed and constructed for removing hexavalent chromium (Cr!) 
from groundwater. This chapter provides an update on the contaminant 
removal efficiency of this PRB after 14 years of operation. 


6.2 Site Background 


The US Coast Guard Support Center is located about 100 km south of Norfolk, 
Virginia, and 60 km inland from the Outer Banks region of North Carolina. 
The base is situated on the southern bank of the Pasquotank River, about 
5 km southeast of Elizabeth City, North Carolina. A metal plating shop oper- 
ated for more than 30 years in Hangar 79, which is about 60 m south of the 
river (Figure 6.1). Following its closure in 1984, soils beneath the shop were 
found to contain chromium concentrations up to 14,500 mg/kg. 

Subsequent investigations revealed a chromate plume extending from 
beneath the shop to the river. At that time, the contaminant plume had high 
(510 mg/L) concentrations of chromate, elevated sulfate (150 mg/L), and 
small amounts of volatile chlorinated organic compounds: trichloroethene 
(TCE), cis-DCE, and vinyl chloride (VC). 

The groundwater flow velocity at the site is extremely variable with depth, 
with a highly conductive layer at roughly 4.5-6.5 m below ground surface. 
This layer coincides with the highest aqueous concentrations of chromate. 
The groundwater table ranges from about 1.5 to 2.0 m below ground surface 
and the average horizontal hydraulic gradient varies from 0.0011 to 0.0033. 
Slug tests conducted on monitoring wells with 1.5 m screened intervals 
between 3 and 6 m below ground surface indicate hydraulic conductivity 
values between 0.5 and 10 m/day. A multiple borehole tracer test showed 
groundwater velocities between about 0.10 and 0.20 m/day. 

In June 1996, a 46 m long, 73 m deep, and 0.6 m wide PRB (continuous 
wall configuration) of zero-valent iron (Peerless Metal Powders, Inc., Detroit, 
MI) was installed approximately 30 m from the Pasquotank River (Figure 
6.1). The reactive wall was designed to remediate hexavalent chromium- 
contaminated groundwater and portions of the larger overlapping plume 
of volatile chlorinated organic compounds. In 1999, a pilot-scale injection 
of sodium dithionite was conducted to evaluate the response of the source- 
zone hexavalent chromium (Kahn and Puls, 2003). On the basis of the suc- 
cess of this test, a full-scale treatment with sodium dithionite was carried out 
in 2001 (Malone et al., 2004). The objective of the dithionite treatment was to 
allow for the reduction of naturally occurring ferric iron-bearing minerals in 
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FIGURE 6.1 
Site map showing locations of the source, PRB, monitoring wells, and Transect 2. 


the aquifer matrix to a reactive ferrous iron state, which drives the reduction 
of mobile Cr! to the insoluble trivalent (Cr™) state. 


6.3 Site Evaluation 


The evaluation of the Elizabeth City PRB consisted of detailed groundwater 
sampling, hydrologic characterization, and core collection and solid-phase 
studies. In this contribution, we focus primarily on groundwater sampling 
results and contaminant distributions. A detailed monitoring network of 
over 130 subsurface sampling points was installed in November 1996 to pro- 
vide detailed information on spatial and temporal changes in pore water 
geochemistry and hydrology. A series of 10 2-inch compliance wells have 
been sampled on quarterly, biannual, or annual basis (Figure 6.1). In addi- 
tion, three detailed transects consisting of multilevel monitoring wells have 
been sampled, generally on an annual basis. Here, we focus on Transect 2 
(ML21-ML25; Figure 6.1), which was placed in a position to coincide with the 
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core of the Cr"! plume. Details of the groundwater sampling methodology 
have been published in Paul et al. (2003). 


6.4 Outcomes 
6.4.1 Chromium 


Long-term trends in Cr concentrations in monitoring wells MW13 and MW48 
(up gradient) and MW46, MW49, and MW50 (down gradient) are shown in 
Figure 6.2. After placement of the PRB, Cr concentrations above 3 ppb have 
never been observed in wells located on the down gradient side of PRB. Also 
note that beginning in 2001, Cr concentrations on the up gradient side of 
the PRB began to drop precipitously, a trend likely linked to the source-area 
dithionite treatment described above. 

Concentration data collected from Transect 2 provide a snapshot series of 
performance of the PRB by revealing influent, interior, and effluent values 
of contaminant levels. The concentration data in Transect 2 over 14 years 
are summarized on cumulative percent diagrams to give an overall picture 
of performance through the lifetime of the PRB (Figure 6.3). For Cr, influent 
concentrations have ranged from «0.1 to 4000 ppb, with about 5076 of the 
samples collected from the up gradient ML21 cluster above 50 ppb. The high- 
est concentrations of chromium have been observed over the depth interval 
from 4 to 5 m below ground surface. Cumulative concentration data for Cr 
within and down gradient of the PRB show close agreement indicating that 
treatment of the down gradient aquifer is a consequence of groundwater 
transport and reaction through the reactive medium. Chromium concentra- 
tions within and down gradient of the PRB (ML24 and ML25) have ranged 
from «0.1 to 3 ppb; the average treatment efficiency over 14 years is 299.576. 
Influent concentrations of chromium to the PRB have decreased with time 
(Figure 6.2), which is likely a result of the dithionite treatment of the source 
area and natural attenuation in the aquifer between Hangar 79 and the PRB. 

Chromium treatment by the Elizabeth City PRB has been excellent over 
a sustained period of time. The reactive lifetime of the PRB has indeed out- 
lasted the Cr plume. The removal mechanism of Cr"! has been explored in 
a previous publication (Wilkin et al., 2005). The sustained performance of 
the PRB can be linked to several key factors: (i) pH and redox conditions 
within the barrier have been maintained at ideal levels for Cr reduction to 
the trivalent state, (ii) influent groundwater chemistry is low in dissolved 
solids, so mineral accumulation due to carbonate precipitation has not sig- 
nificantly impacted reactivity and hydraulic conductivity, and (iii) the influ- 
ent dissolved oxygen loading has been low, so iron corrosion reactions have 
not significantly impacted reactivity or hydraulic conductivity. 
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Cumulative% distribution diagrams for Cr, TCE, cis-DCE, and VC. Filled circles (up gradient); 
open triangles (down gradient) and open circles (in wall). 


There are few PRB case studies which can be compared to the Elizabeth 
City site. Flury et al. (2009) described the 4-year performance of a granu- 
lar iron PRB installed in Willisau, Switzerland, for Cr’! contamination. 
Unfortunately, the Flury et al. (2009) study does not provide any analysis of 
Cr uptake or removal efficiency. However, their results suggest that Fe cor- 
rosion processes and the build-up of thick deposits of Fe hydroxides on the 
Fe surfaces primarily limit the long-term effectiveness of the Willisau PRB. 
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At this site, groundwater flow velocities are comparatively high (5-6 m/day) 
and influent concentrations of dissolved oxygen are elevated (3.5-5 mg/L). 
Both of these factors are expected to limit treatment effectiveness. 


6.4.2 Volatile Organic Compounds 


Before discussing the performance characteristics of the PRB with respect to 
the degradation of chlorinated ethenes, it is important to point out that the 
Elizabeth City PRB was not originally designed to treat TCE. If it had, the 
PRB would have ideally been wider in some regions in order to increase resi- 
dence time and it would have ideally extended deeper into the subsurface. 
Nevertheless, it is highly instructive to analyze the performance of the PRB 
with a focus on TCE treatment. As pointed out previously, the groundwater 
chemistry and hydrologic features of the site are ideally suited for the treat- 
ment of hexavalent chromium using granular Fe. An interesting question is 
whether this is also true for the treatment of chlorinated solvents. 

Monitoring well data for TCE are shown in Figure 6.2 for MW48 (up gradi- 
ent), MW50, and MW49 (down gradient). TCE concentration trends observed 
in the up gradient and down gradient regions are variable with time, with an 
overall trend of decreasing concentrations with time. 

As shown in Figure 6.3 using a cumulative distribution diagram for data 
collected from Transect 2, influent TCE concentrations have ranged from ~1 
to 9050 ppb, with 50% of the influent TCE concentrations above 30 ppb. In 
contrast to Cr, groundwater with maximum TCE values enters the PRB at 
its base. The cumulative concentration data for TCE within and down gradi- 
ent of the PRB show close agreement, again indicating that reduced concen- 
trations observed down gradient of the reactive medium are a consequence 
of groundwater transport and reaction within the PRB. About 7576 of the 
observations of TCE concentrations within and down gradient of the PRB are 
below the maximum contaminant level (MCL) of 5 ppb. The remaining 25% 
of the observations follow a trend that corresponds to about 10% of the influ- 
ent TCE. The average treatment efficiency for TCE is estimated to be >90% 
considering the difference of the median TCE concentrations in influent and 
effluent groundwater. 

Interestingly, the distribution functions for transformation products, cis- 
DCE and VC, show different trends compared to TCE. Influent concentra- 
tions of cis-DCE and VC are low, with 90% of the observations below MCLs 
for these chemicals of 70 and 2 ppb, respectively. After treatment, that is, in 
the PRB and down gradient of the PRB, the proportion of observations with 
low cis-DCE and VC concentrations decreases, indicating that cis-DCE and 
VC are indeed products created as a consequence of TCE degradation. For 
cis-DCE, the proportion of effluent concentrations below the MCL increases 
to about 95% and maximum concentrations in the effluent decrease relative 
to maximum concentrations observed in the influent. Whereas, for VC, the 
proportion of effluent concentrations below the MCL drops to about 80% and 
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maximal concentrations in the effluent actually increase relative to maxi- 
mum concentrations in the influent groundwater. The TCE concentrations 
have been significantly reduced, yet the breakdown of daughter products is 
incomplete. 

Results from the Elizabeth City PRB with respect to TCE remediation are 
comparable to other reports on PRB long-term performance (e.g., Phillips 
et al., 2010; Warner et al., 2005). Collectively, these studies indicate that gran- 
ular iron can be effective in treating TCE contamination over for more than 
10 years. 


6.5 Conclusion 


There is a continuing need for long-term performance assessments of 
groundwater remedial systems. The literature on PRB technology has sev- 
eral examples of remedial longevity that extend to 10 years and beyond. The 
Elizabeth City PRB is one example that has shown positive results for the 
treatment of hexavalent chromium and TCE. This system is perhaps the first 
demonstrated example of a PRB that shows reactive performance that sur- 
passes the lifetime of the contaminant plume (in the case of chromium). The 
sustained performance of the PRB can be linked to several key factors: (i) 
pH and redox conditions within the barrier have been maintained at ideal 
levels for chromium reduction to the trivalent state; (ii) influent groundwater 
chemistry is low in dissolved solids, so mineral accumulation due to car- 
bonate precipitation has not significantly impacted reactivity and hydraulic 
conductivity, and (iii) the influent dissolved oxygen loading has been low, 
so iron corrosion reactions have not significantly impacted reactivity or 
hydraulic conductivity. 
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7.1 Introduction 


Dense nonaqueous phase liquids (DNAPLs) such as chlorinated solvents, 
polychlorinated biphenyl (PCB) oils, creosote, and coal tar, when released to 
the subsurface, will distribute themselves in the form of both pools of higher 
saturation distributions and disconnected blobs and ganglia of organic liq- 
uid referred to as residual. The longevity of residual and pooled DNAPL in 
porous media will be governed by a variety of factors, including the ground- 
water velocity and the aqueous solubility of the DNAPL components. 
Complete source removal of DNAPL can be difficult and costly, and partial 
source removal may not have a significant impact on the extent of the plume 
but may reduce the longevity of the plume (Falta et al. 2005). Treatment of 
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the resulting contaminant plume in order to protect downgradient sensitive 
receptors may be more achievable and, if required, may allow for more time 
to develop an effective source remediation solution. 

Zero-valent iron (ZVI) permeable reactive barriers (PRBs) have been proven 
to be successful in removing a broad range of contaminants, including many 
chlorinated solvents (Roberts et al. 1996, Farrell et al. 2000). The first applica- 
tion of a ZVI PRB was constructed in northern California in 1994, and it con- 
tinues to operate successfully to this day. The use of ZVI PRBs to remediate 
plumes of chlorinated solvent has become more common with hundreds of 
PRBs having been installed around the world (Adventus 2011). 

There are two primary pathways for the dechlorination of chlorinated 
ethenes in ZVI PRBs: p-elimination and hydrogenolysis (IRTC 2005). 
B-Elimination is a reductive elimination in which halide ions are released 
from the molecule. Hydrogenolysis is the replacement of a halogen by a 
hydrogen ion. Batch experiments have indicated that the dominant degra- 
dation pathway is B-elimination (Arnold and Roberts 2000). This pathway 
is also the preferred pathway as it results in the chlorinated ethene degrad- 
ing directly to ethane, ethene, and acetylene, thereby circumventing the 
production of intermediate daughter products (Eykholt 1998, Arnold and 
Roberts 1999). 

Geochemical parameters that may affect the effectiveness of ZVI when 
treating chlorinated solvents have also been researched with the Interstate 
Technology Regulatory Council (ITRC) (2005) that summarized concentra- 
tions of nitrate, dissolved organic carbon (DOC), metals, and silica as some 
the most important. Of particular interest with respect to the work presented 
here are nitrate and DOC. 

Research has found that nitrate can passivate iron (inhibit iron perfor- 
mance) by causing a thin layer of iron oxide to coat the iron. Some iron 
oxides such as goethite and maghemite have been proven to inhibit iron cor- 
rosion, resulting in iron passivation. For this reason, it is believed that as iron 
oxides form, the number of reactive sites available to nitrate and chlorinated 
solvents reduce, resulting in the advancement of both nitrate and chlorinated 
solvent profiles in the iron (Farrell et al. 2000). 

Research has shown that certain types of DOC can also passivate the iron 
by coating reactive sites (ITRC 2005). 

A potential solution to elevated concentrations of nitrates in the ground- 
water could be the use of an upgradient parallel denitrification PRB. A study 
by Vogan et al. (1993) concluded that sequenced PRB treatments were a 
potential technique to treat mixed nitrate and trichloroethene (TCE) plumes. 

A literature review did not identify any field tests of denitrification and 
ZVI PRBs in series. However, a column experiment conducted by Vogan et al. 
(1993) attempted to replicate a sequenced PRB for the removal of nitrates by 
Nitrex™ (proprietary media incorporating waste cellulose solids) followed 
by the removal of TCE by ZVI. The experiment used groundwater contain- 
ing 11 mg/L nitrate as N and 30 mg/L TCE. Complete removal of nitrates 
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was observed in the Nitrex, and TCE concentrations were found to decline 
in the ZVI with an observed half-life of 5.7 h. 

Concentrations of DOC in the Nitrex effluent were elevated, which could 
potentially increase passivation of ZVI. The study suggested that the increase 
in DOC in the effluent of the Nitrex resulted in an observed reduction in TCE 
degradation rates in the ZVI. However, GHD (2007) found in a pilot-scale 
denitrification PRB that total organic carbon (TOC) concentrations (and pre- 
sumably DOC) actually decreased in the effluent due to increased biological 
activity. 

Studies by Robertson et al. (2007, 2008) indicated that the use of highly 
reactive carbon sources with longer-than-necessary retention times may 
result in excess carbon stimulating reactions such as sulfate reduction, excess 
DOC leaching, and ammonium production. This suggests that to minimize 
concentrations of DOC in the effluent of the denitrification PRB, it is impor- 
tant to not overdesign the required retention times and carefully choose a 
less labile carbon source. 

At the former waste control site (WCS), two source areas of chlorinated sol- 
vents were identified as residual DNAPL in the unsaturated zone. One of the 
sources has resulted in concentrations of TCE at 1000 ug/L in groundwater, 
which needed to be reduced to concentrations of approximately 330 ug/L 
prior to discharge at the downgradient Helena River. The installation of a 
ZVI PRB was identified as the prime candidate technology; however, further 
investigation identified that nitrate passivation could be a significant issue. 

This chapter presents the field investigation, laboratory testing, and full- 
scale installation of a sequenced PRB for the purpose of pretreating the 
nitrate concentrations in order to remediate TCE using a ZVI PRB. 


7.2 WCS Site Description 


The WCS site is located 15 km northeast of Perth, Western Australia. The 
site historically operated as a chemical/oil recycling and treatment facil- 
ity until a destructive fire in February 2001. Following the fire, the owners 
of the property went into receivership and the site has remained unoccu- 
pied since then. The site is currently an “orphan site,” owned by the State 
of Western Australia and managed by the Department of Environment and 
Conservation of Western Australia. Since 2001, a series of investigations and 
risk assessments have been undertaken that have identified two main source 
areas of contamination. 

During operation, the WCS had a history of accepting a wide variety of 
chemicals. While some records were found indicating the potential type and 
amount of chemicals on site at the time of the fire, it was impossible to be cer- 
tain whether all potential contaminants had been identified. For this reason, 
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initial investigations focused predominantly on characterizing the type, 
mass, and distribution of contaminants in the subsurface. It was found that 
the contamination in both soil and groundwater beneath the WCS consisted 
predominantly of hydrocarbons with some concentrations of chlorinated 
and brominated solvents. The chlorinated solvents identified at the WCS 
included tetrachloroethene (PCE), TCE, dichloroethene (DCE), trichloroeth- 
ane (TCA), and 1,2-dichloroethane (DCA). The WCS source area is referred 
to as the primary source of contamination. 

Groundwater investigations downgradient of the WCS in the Southwest 
Industrial Area (SIA) and the Damplands identified concentrations of TCE at 
concentrations greater than those identified at and immediately downgradi- 
ent of the WCS. 

In 2008, a drilling campaign using in-line sampling with a ColorTec kit was 
used to screen samples for chlorinated compounds. This resulted in a sec- 
ondary source of contamination being identified downgradient. This source 
area is referred to as the secondary source and was found to consist of only 
TCE with no degradation products. The secondary source is located at the 
end of a cul-de-sac approximately 100 m to the south-east (downgradient) of 
the WCS site. A site plan view is presented as Figure 7.1. 
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Plan view of site. 
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Site-specific risk-based criteria (RBC) for both human health and ecologi- 
cal protection were developed for each of the contaminants of concern. As 
the Damplands property has no onsite workers with little to no likelihood 
for using groundwater for irrigation purposes, the most relevant remedia- 
tion criteria for TCE was the ecological criteria (330 ug/L) for the protection 
of the Helena River. 

The two source areas are located in an area referred to as the SIA, which 
is north (upgradient) of the area referred to as the Damplands, a low-lying 
wetland area bordering the Helena River. The Damplands and the SIA are 
separated by an escarpment with topographical relief of approximately 
10 m. The Helena River is the main drainage feature of the area and it forms 
the southern boundary of the study area. It is located approximately 300 m 
south-southwest of the WCS and approximately 120 m from the base of the 
river valley escarpment where the PRB system was installed. 

A drain located in the northeast of the Damplands collects stormwater 
from the SIA and directs it southwest into the wetland depression. It is com- 
mon during the winter months (May to October) for the Damplands area to 
be inundated and form a seasonal pond, which, when full, overflows into the 
Helena River. Standing water infiltrates into the alluvial aquifer and contrib- 
utes base flow to the Helena River. This infiltration may dilute the concen- 
trations of contaminants and prevent advancement of the plume during the 
high-rainfall autumn and winter months. 

The surficial geologic unit beneath the WCS and the SIA is the Guildford 
Formation, which is part of the Quaternary Swan Coastal Plain sediments and 
extends to about 20 m depth. The Guildford Formation comprises interbed- 
ded layers and lenses of sand, silt, and clay of fluvial origin. The base of this 
unit is often iron-stained and/or iron-cemented and is present in the study 
area at about 0 to -5 m Australian Height Datum (AHD). Below the Guildford 
Formation is the Leederville Formation. Sediments of the Leederville 
Formation are alluvial in origin, and are mostly clays and siltstones. 

Investigation boreholes along the base of the escarpment and a few meters 
upgradient of the PRB location initially encountered sand, silty sand, and 
clayey sand deposits. These sediments could not be readily attributed to a 
specific unit; rather, this was interpreted to be a transitional zone that may 
include a combination of colluvial deposited Guildford Formation from the 
escarpment interbedded with more recent deposits of the alluvial deposits 
from the Helena River. This transitional zone (Figure 72) is located where the 
Helena River and its predecessors have cut a valley into the Guildford and 
Leederville Formations. This valley has, in turn, been in-filled with younger 
silts, sands, and clays; the full thickness of these in-filled alluvial sediments 
has not been investigated. 

In these same boreholes, at a depth of approximately 1 to 0 m AHD, sands 
and silty sands had an orange-brown color, which was visually consistent 
with sediments found near the base of the Guildford at other locations in 
the study area. The top of the Leederville Formation was encountered at 
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FIGURE 7.2 
Simplified geological representation of site geology along cross-section B-B’. 


approximately 0 to -0.5m AHD. This unit was identified by the sudden 
appearance of feldspar and mica grains within a clay to clayey sand soil. 
All the aquifers identified at site are hydraulically contiguous with one 
another but have variable hydraulic conductivities dependent on the lithol- 
ogy. The following hydrogeological units have been defined in this project: 


* The alluvial unit consists of unconsolidated sediments varying in 
grain size from clay to gravel and with a relatively high hydraulic 
conductivity. 


* The Regional Watertable unit comprises the uppermost part of the 
Guildford Formation aquifer and lithologically varies from clean 
sand through to silts and clays. It generally has a lower hydraulic 
conductivity value than the other aquifers. 


* The base of the Guildford unit is the lowermost part of the Guildford 
Formation, which consists of unconsolidated sediments varying in 
grain size from sands to clay with iron-cemented sediments toward 
the base. It has a moderate hydraulic conductivity value, which is 
consistent with silty sand lithology. 


* The Leederville consists of unconsolidated to cemented sediments 
varying from sand to clay. It has a moderate hydraulic conductivity 
value, which is consistent with the clayey sand lithology. 


Slug tests were performed to monitor wells located at the base of the 
escarpment to establish the hydraulic conductivities of the lithologies pres- 
ent. Results from monitoring wells with 3 m screens varied between 1.3 and 
78 m/day. In comparison, results from monitoring wells with 1 m screens 
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varied from 0.18 to 179 m/day. These results indicate a highly variable and 
heterogeneous sand, sandy clay aquifer at the base of the escarpment. 


7.3 ZVI Bench-Scale Tests 


A bench-scale treatability study was conducted by EnviroMetals Technologies 
Inc. (EnviroMetals 2009) of Waterloo, Canada, to determine the feasibility of 
using ZVI to remediate TCE from site groundwater. 

The bench-scale testing used groundwater from a monitoring well on site 
with the highest recorded concentrations of TCE. ETI indicated that the water 
provided to them had TCE concentrations of 820 ug/L and nitrate concen- 
trations of about 3 mg/L. ZVI from two different manufacturers, Connelly 
GPM of Chicago, USA, and Quebec Metal Powders Ltd (QMP) of Sorel-Tracy, 
Canada, were used in the column experiments. A summary of the properties 
of the two ZVI materials is provided in Table 71. 

The column experiments indicated that both the ZVI materials tested 
completely degraded TCE present in the site groundwater samples to below 
the remediation targets and laboratory limits of reporting without break- 
through of any chlorinated intermediate breakdown products. From these 
data, TCE half-lives at the 19.5°C site groundwater temperature were esti- 
mated to be 0.75 and 2.0 h for the QMP and Connelly ZVI, respectively. The 
residence time required to degrade TCE concentrations to below RBC was 
calculated to be between 2 and 9 h depending on the selected ZVI and TCE 
input concentrations. 

An additional factor that must be considered in determining the required 
ZVI thickness in a PRB is the potential effect of nitrate passivation. Nitrate 
passivation rates of 0.44 and 0.53 mgno3.n/Sre were estimated by ETI from 
observed column nitrate concentrations profiles for the Connelly and QMP 
ZVI materials, respectively. 

Owing to higher reactivity and lower nitrate passivation rates, QMP ZVI 
was selected as the more suitable material for the construction of the ZVI PRB. 

An assessment of the required thickness of ZVI to degrade TCE to concen- 
trations below the RBC was made based on the half-life estimates from the 


TABLE 7.1 
Summary of ZVI Physical Properties 
Hydraulic 
Grain Size Density Conductivity 
OMP «0.045 to 1.7 mm 3.94 g /cm? 13 m/d 


Connelly 0.25 to 2.0 mm 2.73 g/cm? 44 m/d 
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TABLE 7.2 
Estimated ZVI Thickness Required for 15-Year Treatment Lifetime 


Median 95% Percentile Median Nitrate 95% Percentile 

TCE450 ug/L TCE 1700 ug/L 7.5 mg/L Nitrate 14 mg/L 
Connelly 0.017 m 0.06 m 0.78 m 2.88 m 
QMP 0.007 m 0.026 m 0.45 m 1.62 m 


laboratory results combined with the interpreted groundwater flow veloc- 
ity of 0.16 m/day across the alluvial aquifer. Similarly, the thickness of ZVI 
required to allow for potential nitrate passivation over 15 years was assessed 
from the laboratory-derived passivation rates. The values for the two types 
of ZVI are presented in Table 7.2. The total ZVI thickness needed for an 
effective PRB is determined by summing the TCE degradation value with a 
nitrate passivation value (and adding an appropriate margin of safety). 

The above analysis indicated that nitrate passivation accounts for approxi- 
mately 98% of the required ZVI thickness within the PRB, while TCE treat- 
ment accounts for less than 2% (based on the OMP ZVI). Given that the ZVI 
material is likely to represent a significant portion of the overall project cost, 
it was clear that efforts to reduce nitrate influent concentrations could greatly 
reduce the required volume of ZVI and/or extend the longevity of the PRB. 


7.4 Field Investigation 


A detailed delineation monitoring program was undertaken in January, May, 
and September 2009 in order to characterize the contaminants of interest, to 
determine their respective concentrations along the proposed PRB location, 
and to better characterize the local hydrogeological conditions. This pro- 
gram included the installation of four multilevel monitoring wells (MWG87, 
88, 89, and 90) directly upgradient of the Damplands Pond and two rounds of 
groundwater monitoring for volatile organic compounds (VOCs) and nitrate. 
The January 2009 TCE and nitrate results are presented (in cross-section) 
in Figures 73 and 74, respectively. The results indicate that the TCE and 
nitrate plumes overlap and are relatively consistent in shape over the year. 
The concentrations of TCE vary over time, with the maximum concentration 
in January 2009 being 2 mg/L in comparison with 0.82 mg/L in September 
2009. Nitrate concentrations were found to be less variable with the maxi- 
mum concentrations ranging from 14 mg/L in January 2009 to 19 mg/L in 
September 2009. It should be noted that nitrate contamination is not associ- 
ated with the WCS fire and is instead likely to be the result of upgradient 
septic tank usage or possibly an upgradient livestock sale yard. 
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FIGURE 7.3 
TCE concentrations along the proposed PRB alignment. 
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FIGURE 7.4 
Nitrate concentrations along the proposed PRB alignment. 


7.5 Denitrification Bench-Scale Tests 


Owing to the level of nitrate concentrations detected in groundwater, an 
upgradient denitrification PRB to pretreat the groundwater was proposed. 
To minimize potential passivation of ZVI by organic carbon, it was suggested 
that the most suitable media for the denitrification PRB would be a relatively 
degraded carbon source that is not overly labile (J. Vogan, 2009, pers. comm). 
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Based on this information, the most suitable media for a denitrification PRB 
at the Damplands site was assessed to be sawdust or woodchips as they 


* Are relatively degraded carbon sources in comparison to straw, 
alfalfa, or other organic matter commonly used 


* Have been shown to be a relatively long-lived source of carbon 
(Vogan 1993) 


* Have been shown to be effective in removing nitrates in field trials in 
Western Australia (Fahrner 2002, Water Corporation 2004, GHD 2007) 


* Have been shown to potentially remove DOC from groundwater 
(GHD 2007) 


Laboratory bench-scale tests were conducted to predict how potential car- 
bon material may perform in the proposed denitrification PRB at the WCS. 
The column for the apparatus was constructed of polyvinyl chloride (PVC) 
tubing with a length of 100 cm and a diameter of 10 cm. The column appara- 
tus allowed for the collection of samples from the influent and effluent solu- 
tion. There were also four sampling ports along the length of each column; at 
distances of 5, 20, 40, and 65 cm from the base of the column. These sampling 
ports were used to quantify denitrification rates of the solution as it flowed 
through the carbon media. 

The porosity of the mixture was determined gravimetrically. To ensure 
a homogenous mixture, the materials were mixed thoroughly before place- 
ment into the column. The tests were performed at ambient room tempera- 
ture in the laboratory. 

Samples of groundwater were collected from a well in the vicinity of the 
proposed PRB, which would be expected to be representative of groundwater 
entering the treatment zone. During previous groundwater sampling events, 
this well exhibited elevated levels of nitrate and, during the experiments, the 
average influent nitrate concentrations was determined to be approximately 
12 mg/L NO,-N. 

The groundwater obtained from the site was pumped upwards through 
the columns at a constant flow velocity using a precision variable-speed- 
drive peristaltic pump. A range of flow velocities were selected during the 
testing to mimic the flow velocity expected in the PRB. 

Samples were collected from the sampling ports in appropriate containers 
and transported to a National Association of Testing Authorities (NATA)- 
accredited laboratory for analytical analyses. The samples were analyzed for 
nitrate as nitrogen, nitrite as nitrogen, total nitrogen, total Kjeldahl nitrogen, 
ammonia, DOC, and TOC. 

The first round of four column experiments included four locally sourced 
materials: 


1. 100% Sand—as a control 
2. 100% Shredded aged native tree (Karri) bark 
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3. 100% Pine woodchips 
4. 100% Pine sawdust 


This initial round of experiments provided baseline denitrification rates 
for each material. A saline tracer test was undertaken prior to commenc- 
ing the testing with site groundwater. The saline tracer testing was used to 
determine the particle velocity of the water flowing through the individual 
columns. This is governed by the porosity of the carbon material matrix 
within each column. 

During the denitrification testing, samples were collected from the column 
experiments on day 1, 2, 4, and 7. The resulting effluent nitrate concentra- 
tions are presented in Figure 7.5. The results indicate that the aged Karri bark 
was the most efficient in consistently reducing the concentration of nitrate 
throughout the test. In comparison, the pine sawdust was initially ineffec- 
tive; however, it improved with time, whereas the pine woodchips were 
effective initially but decreased during the course of the test duration. 

The results from along the column (Figure 7.6) indicate that the shredded 
aged Karri bark also quickly denitrified the groundwater with almost 100% 
removal of nitrates within the first 40 cm of the column. In comparison, the 
pine sawdust required almost the entire 110 cm to completely denitrify the 
groundwater. 

The concentrations of both DOC and TOC were measured (Figure 7.7). 
In all the columns consisting of carbon, the concentration of both TOC and 
DOC in the effluent decreased with respect to time. The results indicate that 
the TOC detected in the effluent predominantly consisted of DOC. The con- 
centrations in the aged Karri bark effluent were about three times greater 
than that for sawdust and six times that for pine woodchips. In addition, the 
effluent from the shredded aged Karri bark column had a dark brown color 


16 

14 
a 12 
b 
E 10 == Sand 
Z 8 —@ Karri bark 
wn 
E 6 =t- Pine wood chips 
E => Pine sawdust 
5 4 

2 

0 ^ 

0 2 4 6 8 
Time (days) 


FIGURE 7.5 
Effluent nitrate concentrations from the column experiments. 
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Concentration of nitrate (as N) along the length of each column experiment. 
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Concentration of soluble organic carbon and total organic carbon from the four columns. 


as well as a strong organic odor, which corroborates the high concentrations 
of DOC. As the amount of DOC in the effluent of the denitrification PRB was 
a concern, owing to potential passivation of the ZVI, it was decided that the 
shredded aged Karri bark was not appropriate for the PRB system and was 
omitted from further testing. 

As the carbon source will degrade over the life span of the PRB, it is impor- 
tant that some sand is used in the PRB's construction to provide long-term 
structural integrity of the barrier. A second round of column tests was 
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undertaken to further investigate the optimal denitrification mix. The fol- 
lowing column mixtures were evaluated: 


1. 100% Sand 

2. 80% Sand and 20% sawdust 

3. 60% Sand and 40% sawdust 

4. 60% Sand and 40% woodchips 


Asin the previous phase of testing, a saline tracer test was undertaken first 
to assess particle velocity. The laboratory results of this final round of testing 
were used to determine the relationship among denitrification rates, reten- 
tion times, and carbon-to-sand ratios. The results are presented in Figure 7.8. 

The results indicated that, as predicted from the results shown in Figure 
78, the use of 100% sawdust was the most effective in nitrate removal. The 
results also showed that there was a high degree of variability with respect 
to whether sawdust or woodchips was the most effective carbon source. This 
is not unexpected as laboratory experiments by Carmichael (1994) that stud- 
ied sawdust of varying grain size found that nitrate consumption rate was 
not correlated with the specific surface area of the wood. It was hypothesized 
by Robertson et al. (2000) that instead of being restricted to the grain surface, 
denitrification may be associated with reaction rims that penetrate by dif- 
fusion into the carbonaceous solid. Based on this finding, it was concluded 
that it was not imperative to ensure the same particle size distribution of the 
mixture of woodchips and sawdust. The results did, however, indicate that a 
mixture containing 2076 sawdust was not very effective in removing nitrates, 
even if retention times were lengthened. 
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Percent nitrate removal with respect to carbon material (sawdust vs. woodchips) and amount. 
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As the difference between the sawdust and woodchips was not consistent, 
it was decided to use a carbon source consisting of a variable combination of 
pine sawdust and woodchips for the denitrification PRB. Owing to the pro- 
duction methodology, a mixture of sawdust and woodchips is much easier to 
source from local producers. 

ETI recommended that consideration be given to retaining a section of nat- 
ural aquifer between the denitrification PRB and the ZVI PRB as this could 
act as a buffer and reduce the transport of TOC into the ZVI PRB and thereby 
increase ZVI longevity. This recommendation was incorporated into the pre- 
liminary design of the remediation system. 


7.6 Implementation 


The preliminary design included material specifications and minimum sizes 
for both PRBs. A key preliminary design aspect of the ZVI PRB was the inclu- 
sion of three panels within the ZVI PRB (Figure 79). The central main panel 
(B) was designed to be 45 m long, which was long enough to treat the entire 
width of the TCE plume with concentrations greater than 330 ug/L. The two 
side panels (A and C) were designed to be 17 and 14 m long and have half the 
amount of ZVI as the central panel. These side panels were included in the 
design as a contingency measure in case of seasonal shifting of the plume 
or the permeability of the ZVI PRB decreasing and potentially resulting in 
flow diversion. A geotechnical investigation undertaken by Golder inferred 
a clay layer in the upper portion of the Leederville Formation that would be 
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FIGURE 7.9 
Preliminary design of the ZVI PRB. 
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suitable for the PRBs to be keyed into (Figure 79). Therefore, the preliminary 
design was for all panels to extend to a depth of approximately 10 m or until 
this upper portion of the Leederville Formation was encountered. 

The preliminary design drawings, together with key performance indica- 
tors (KPIs), were included in the tender for the final design and construction 
contract. 

The KPIs included the following criteria: 


* Location—the top of the PRBs must be above the 100-year flood level 
and aligned as per the design specifications. 


* Keyed into the silty clay at the top of the Leederville Formation 
* Approximately 5 m distance between the denitrification and ZVI PRBs 


* Wall thickness—continuous thickness greater than 30 cm, with no 
holes or gaps 


* Monitoring wells—installation of three multilevel monitoring wells 
in the denitrification PRB and three multilevel monitoring wells in 
the ZVI PRB 


* Appropriate hydraulic conductivity of both PRBs—five times 
greater than the geometric mean hydraulic conductivity along the 
PRB alignments 


e Sawdust/woodchips and sand mixture—not less than 2:1 sawdust- 
to-sand ratio 


* Specifications for the ZVI and sand mixtures for the central panel 
and side panels 


* Effluent TCE concentrations downgradient of ZVI PRB to be less 
than 330 ug/L 


* Capture contaminant plume—absence of underflow to be demon- 
strated by capture zone analysis using water level measurements 
and reference to downgradient concentrations 


The successful tender was submitted by Menard Bachy and Geosolutions 
(the contractor) who proposed to install the sequenced PRB system using a 
biopolymer guar gum slurry. This method is a modified slurry trench tech- 
nique that temporarily supports the trench excavation below the watertable 
using a biodegradable polymer instead of bentonite slurry. The slurry is 
made from a guar bean derivative comprising a mixture of polysaccharides 
(sugars, i.e., a long-chain carbon polymer), which is relatively stable in solu- 
tion over a pH range of 5-7. To degrade the guar gum at the end of the PRB 
installation process, a slurry breaking agent is recirculated by air lifting in 
temporary wells. 

The final design of the contract varied from the preliminary design in the 
following ways: the PRBs were moved away from the original alignment by 
approximately 4 m to the southeast (for operational reasons), the thickness 
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of the PRBs was increased from 30 to 60 cm, and a clay cap was added to the 
top of the ZVI PRB. 

Each PRB took approximately 7 days to install. The ZVI and sand mixture 
was mixed on surface, wetted and then placed in the trench using a trem- 
mie system. The panels were installed through the use of a removable end 
stop. The mixture for the denitrification PRB was installed using a conven- 
tional progressive displacement technique since using the woodchips had 
the potential to clog the tremmie. 

Some sections of the final PRBs were larger than the final design width of 
60 cm. This was a result of sections of the trench collapsing due to guar gum 
stability issues as well as the removal of a number of unanticipated large 
boulders (large concretions). The geotechnical investigation that was under- 
taken along the original alignment did not encounter any such obstructions. 
The additional width resulted in additional costs associated with extra mate- 
rial requirements and manpower time. However, a benefit of the extra width 
is that the resulting retention times would likely be longer than designed. 
In one instance, a boulder was encountered at the base of the denitrification 
PRB. This boulder was left in situ as it was not possible to remove it and the 
sawdust and sand mixture emplaced around it. 


7.7 Results 


A long-term monitoring network was installed, following the completion of 
the PRBs. The monitoring network consisted of 48 sampling location (Figure 
710). The network included a number of multilevel monitoring wells that were 
designated with the letters A, B, C, and D and which approximately repre- 
sented 1 m screens at 3, 6, 9, and 12 m below ground level, respectively. The D 
series monitoring wells were all located in the upper portion of the Leederville 
Formation for the purpose of monitoring potential underflow of the system. 
Monitoring wells with 3 m screens across the watertable were installed along 
the ends of the system for the purpose of monitoring potential flow bypass. 

Following the installation of the PRBs, eight quarterly monitoring rounds 
have been undertaken. The first occurred 3 months after the installation was 
completed. At each monitoring location, the following field measurements 
were obtained: 


* Water level (depth to groundwater) 
e Redox potential 

* Dissolved oxygen 

* pH 

* Electrical conductivity 
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FIGURE 7.10 
Long-term PRB monitoring network. 


The first four monitoring rounds included sampling of wells located along 
the plume centerline and downgradient of the PRBs (locations MWG109, 
MWG110, MWG112, MWG107, MWG111, MWG115, MWG101, MWG106, and 
MWZG108) for the following suite of analytes: 


* VOCs: including at a minimum chlorinated ethenes, ethanes, and 
methanes; benzene; toluene; ethylbenzene; and xylenes 


* Major ion chemistry: sulfate, chloride, bicarbonate, calcium, magne- 
sium, sodium, potassium, and alkalinity 


* Nitrate, nitrite, ammonia, and Kjeldahl nitrogen 
* pH, electrical conductivity, TOC, total dissolved solids 


The subsequent five monitoring rounds have focused on the B series moni- 
toring wells, where the majority of the chlorinated solvent mass has been 
detected. 


7.8 Groundwater 


Groundwater levels upgradient of the remediation system have increased, 
resulting in larger hydraulic gradients across the PRB system. Additionally, 
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groundwater levels within the denitrification PRB have been identified on 
a number of occasions as being a few centimeters higher than those upgra- 
dient, suggesting the possibility of flow bypass. However, the composition 
of groundwater samples collected from wells screened in the Leederville 
formation (D series monitoring wells) as well as at the ends of the PRBs 
(MWG113, MWG114, MWG115, MWG116, MAG117, and MWG118) of the sys- 
tem do not suggest that flow bypass is occurring. 

The survey elevation of the denitrification wells was confirmed ensur- 
ing that water levels were calculated correctly. Field observations have 
suggested that groundwater in the denitrification and ZVI PRBs were ini- 
tially slightly more viscous than background groundwater. This phenom- 
enon was noticeably more pronounced within the denitrification PRB. The 
dynamic viscosity of a fluid is inversely proportional to the hydraulic con- 
ductivity of a media. Based on this fundamental understanding, a mar- 
ginal increase in viscosity of a fluid could directly result in an increase of 
a few centimeters in water levels such as that noted within the denitrifica- 
tion PRB. 

The increase in viscosity could be attributable to either bacteria, residual 
guar gum present in the groundwater, or a combination of both. Research by 
Rafai et al. (2010) has indicated that certain rod-shaped bacteria, which pull 
fluid toward themselves with their flagella and drag it along with them from 
behind, may increase fluid viscosity. This research has shown that increases 
in both living and dead cells will increase the viscosity; however, living cells 
result in a greater increase in viscosity. Rafai et al. (2010) found that as little 
as a 15% increase in concentration of living cells resulted in a doubling of the 
viscosity. 

The TOC results indicate that despite the addition of a slurry breaking 
agent, residual guar gum has persisted longer than anticipated within both 
PRBs. TOC concentrations measured during the quarterly monitoring rounds 
for the B series wells along the plume centerline are presented in Figure 7.11. 

Initially, concentrations of TOC were found to be significantly elevated at 
monitoring locations within both the denitrification and ZVI PRBs. Elevated 
TOC was anticipated in the denitrification PRB due to the addition of a car- 
bon source to stimulate denitrification; however, initial field measurements 
were found to be 30 times greater than those measured in the laboratory 
column experiments. 

Field observations noted during the quarterly monitoring rounds also 
identified that in addition to the increased viscosity, the groundwater at site 
had a strong organic odor, and when exposed to oxygen resulted in the for- 
mation of an unknown white precipitate. 

It is thought that the initial high concentrations of TOC were associated 
with the guar gum and its decrease due to subsequent breakdown to shorter- 
chain, more labile carbon forms. With time, the concentrations of TOC in 
monitoring wells in the PRBs have decreased, as have the reports of odors, 


Sequenced PRB for the Pretreatment of Nitrate and Remediation of TCE 127 


3000 
2500 «$e Jul-10 
==> Nov-10 
_ 2000 im» Feb-11 
a 
> = Jun-11 
E 1500 j 
Q =æ Dec-11 
o 
= 1000 -9- Mar-12 
emm» Jun-12 
500 
= Sep-12 
0 
MWG107B MWGIOIB MWG112B MWGIO4B MWGIIOB 
Upgradient Denit. PRB between ZVIPRB Downgradient 
Monitoring well 
FIGURE 7.11 


TOC concentrations measured along cross-section C-C’ for the B series wells. 


elevated viscosity, and precipitation. In the most recent round of monitoring, 
only a slight organic odor could be noted within some monitoring wells of 
the dentirification PRB. This may indicate that either the excess carbon has 
been flushed out of the system or more likely it is being consumed by bac- 
teria within the system, with the sawdust now providing the predominant 
source of carbon within the system. 

Yet another factor to be noted is the low concentration of TOC measured in 
monitoring well MWG112 at all depths, located downgradient of the denitri- 
fication PRB and upgradient of the ZVI PRB. This suggests that the natural 
aquifer material present between the two PRBs is acting as a buffer and is 
resulting in a reduction of TOC concentration in the influent groundwater to 
the ZVI PRB. This will likely minimize the potential passivation of ZVI due 
to DOC emanating from the denitrification PRB. 


7.9 Nitrate Concentrations 


Nitrate (as N) concentrations measured during the quarterly monitoring pro- 
grams for B series wells along the plume centerline (Section C-C’ in Figure 
7.10) are presented in Figure 712. The results indicate that the denitrifica- 
tion PRB is effectively removing more than 99% of the nitrate (as N) from 
the influent groundwater at this depth. This ensures that passivation of the 
downgradient ZVI PRB by nitrate will be minimal. 
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FIGURE 7.12 
Nitrate concentrations measured along cross-section C-C’ for B series monitoring wells. 


7.10 Chlorinated Solvent Concentrations 


Concentrations of chlorinated solvents at monitoring locations at the ends of 
the PRBs (MWG13, MWG114, MWG115, MWG116, MWG117, and MWG118) 
and in the Leederville formation (D series sampling locations) indicate that 
the TCE plume is being captured by the remediation system. The concentra- 
tion of TCE downgradient of the PRBs has been consistently below the eco- 
logical screening criteria. 

Concentrations for TCE, DCE, and vinyl chloride (VC) measured during 
the quarterly monitoring program for the B series wells along the plume cen- 
terline (Section C-C' shown in Figure 710) are presented in Figures 7.13, 714, 
and 7.15, respectively. Concentrations of TCE, DCE, and VC were converted 
into a molar mass and the A, B, and C series results summed to obtain a 
molar mass value for each location for the first four groundwater rounds and 
are presented in Figure 716. Owing to a decrease in the number of sampling 
location in subsequent quarterly monitoring rounds, only the total molar 
mass for the upgradient (MWG107) and downgradient (MWG110) sample 
locations are available and are presented in Figure 7.16. 

Concentrations of chlorinated solvent within both the denitrification and 
ZVI PRBs are usually below detection limits but occasionally they are detected 
at levels only marginally above laboratory detection limits. Chlorinated com- 
pounds have been detected downgradient of the system. It is currently uncer- 
tain whether this is a rebound phenomenon or if samples collected from within 
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DCE concentrations along cross-section C-C' for B series monitoring wells. 
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the PRBs have been underestimating the concentrations of chlorinated eth- 
enes. Rebounding concentrations may result from desorption of chlorinated 
solvents from soil (Geosyntec 2007 Sale and Newell 2011). Underestimations of 
the concentrations of chlorinated ethenes could result from sorption to media 
or be related to issues with well construction or sampling techniques. In an 
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VC concentrations along cross-section C-C’ for B series monitoring wells. 


18 
16 
14 
12 


Molar mass of chlorinated ethenes 


MWG107 MWG101 MWGl112 MWG104 MWGl110 
Upgradient Denit. PRB between ZVIPRB Downgradient 


Monitoring location 


FIGURE 7.16 
Total molar mass of chlorinated ethenes at each location along cross-section C-C’. 


attempt to resolve this issue, two multilevel monitoring wells were installed in 
the ZVI PRB in June 2011. Subsequent monitoring results have confirmed the 
absence of chlorinated ethenes within the ZVI PRB. 

To assess the effectiveness of the PRBs in reducing nitrate and remedi- 
ating chlorinated ethenes, a comparison between the up- and downgradi- 
ent monitoring data has been made (i.e, MWG107 with MWG112 for the 
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denitrification PRB and MWG112 with MWG110 for the ZVI PRB). An exami- 
nation of the data shows that concentrations of TCE are reduced and DCE 
concentrations are increased in the denitrification PRB (Figures 713 and 
714). However, Figure 716 indicates that the denitrification PRB is not reduc- 
ing the overall mass of chlorinated solvents, suggesting that the predomi- 
nant method of TCE reduction within the denitrification PRB was through 
sequential dechlorination to DCE. 

The detection of VC downgradient of the PRB remediation system may indi- 
cate that B-elimination may not be the preferred dechlorination process through 
the ZVI PRB. The most recent monitoring data (note scale change from Figures 
713 and 714) indicate that concentrations of VC in MWG110B suggest that there 
is an upward trend with VC production higher in the second year of operation. 


711 Eh and pH 


Oxidation reduction potential (ORP) and pH were measured in the field at 
all monitoring locations during each monitoring round. The ORP was con- 
verted to Eh by adding 200 mV and the transformed results plotted on the 
Eh-pH stability diagram for iron (Figure 7.17). The figure indicates that the 
conditions are favorable for the formation of potentially passivating iron pre- 
cipitates such as ferric hydroxide (Fe(OH)). To date, no trend in the Eh-pH 
relationship has been noted within the ZVI PRB. 


7.12 Summary 


The results from the monitoring rounds indicate that to date the remediation 
system has been successful. The denitrification PRB is successfully removing 
more than 9976 of nitrates from the groundwater ensuring that the downgradi- 
ent ZVI does not become passivated by nitrates. Measurements of TOC indicate 
that the natural aquifer strip between the two PRBs is likely to have acted as 
a buffer strip, minimizing the potential for ZVI to have been affected by TOC 
emanating from the upgradient denitrification PRB. TOC concentrations sug- 
gest that residual guar gum and its associated breakdown products remained 
within both the denitrification and ZVI PRBs for up to a year after installation. 

While results indicate that B-elimination may not be the preferred path- 
way in the ZVI PRB, it is still degrading on average more than 60% of the 
chlorinated solvent mass. This has resulted in downgradient TCE concentra- 
tions at all monitoring locations to be below the RBC to protect the Helena 
River. Some elevated concentrations of VC have been detected immediately 
downgradient of the PRB system and further work has been undertaken to 
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FIGURE 7.17 
Field Eh and pH measured at ZVI PRB monitoring locations plotted on the iron Eh-pH stabil- 
ity diagram. 


determine the cause. Monitoring during the second year of operation has 
included monitoring locations 50 m downgradient of the PRB, which to date 
have detected concentrations of VC only marginally above detection limits. 

The results to date indicate that the sequencing of PRBs can be successful 
in targeting different chemicals of concern and should be considered when 
investigating potential remediation options. 
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Three different organic-based permeable reactive barrier (PRB) systems were 
evaluated for their effectiveness in treating heavy metals, arsenic and acidity 
in groundwater. One PRB, a full-scale system consisting of composted cow 
manure and limestone gravel, was installed at a former battery recycling 
facility site located in Louisiana. The second PRB, a pilot, was installed at the 
same location in Louisiana. It consisted of composted cow manure, limestone 
gravel, and wood chips. The third PRB, also a pilot, was installed at a former 
phosphate fertilizer manufacturing facility site in South Carolina. It consisted 
of a mixture of municipal yard compost, zero-valent iron (ZVI), limestone, 
and granite pea gravel. In all three cases, the PRBs were designed to treat low 
pH, high acidity groundwater containing heavy metals and arsenic, by rais- 
ing pH and promoting microbially mediated sulfate reduction. 
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8.1 Louisiana PRBs 


Activities at the Louisiana battery recycling facility site included spent lead- 
acid battery demolition and lead smelting of battery lead plates to produce 
lead ingots. Initial remedial action at the site included excavation, treatment, 
and off-site disposal of approximately 32,400 cubic meters of impacted soils. 
A large low pH, high acidity, metal-laden groundwater plume remained on 
site and continued to discharge into a nearby creek. A full-scale PRB, con- 
sisting of 67% composted cow manure (v/v) and 33% limestone gravel, was 
installed at the site (by others) in May 2008 to intercept and treat the ground- 
water plume prior to entry of the groundwater into the creek (Figure 8.1). The 
dimensions of the PRB are 1.8 m wide, 4—5 m deep, and over 300 m in length. 
Prior to installation of the full-scale PRB, two pilot-scale PRBs were installed 
to evaluate two candidate organic carbon-limestone matrices. One pilot PRB 
consisted of the 67/33 cow manure/limestone mixture that was ultimately 
used in the full-scale PRB, while the other consisted of a 33/33/33 mixture of 
cow manure, wood chips, and limestone gravel. 

Each of the two pilot PRBs measured 1.8 m wide, 4.3 m deep, and 30 m 
in length. The pilot PRBs and the full-scale PRB were monitored for 7 years 
with chemical monitoring being conducted annually. One transect through 
each of the two pilot PRBs and several transects through the full-scale PRB 
were monitored. The discussion presented herein focuses on the two pilot 
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Schematic of PRB systems and transect configurations at Louisiana site. 
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PRB transects (TEPA-1 and TEPA-2) and two transects through the full-scale 
PRB (TEPA-5 and TEPA-6). 


8.1.1 Methods 


Each transect consists of 0.025-cm diameter Schedule 40 PVC screened wells 
over 1.5 m with two wells located within the PRB, two upgradient of the 
PRB, and four wells downgradient of the PRB. Wells were installed with a 
Geoprobe 6600 direct push unit with formation sediments being allowed 
to collapse around the wells following installation. The depth to the water 
table at the location of the PRB was measured at approximately 1.5 m. 
Groundwater samples were collected from the monitoring wells under low 
flow conditions using a peristaltic pump. Samples that were taken for cat- 
ion and anion analyses were 0.45 um filtered in the field and refrigerated 
until analyses. Cation samples were acidified with 12 M nitric acid following 
collection to pH « 2 and analyzed by ICP-OES and/or ICP-MS. Analyses for 
SO? and Cl were conducted using capillary electrophoresis. Both pH and 
oxidation-redox potentials (ORP) were measured in the field on unfiltered 
samples using combination electrodes. ORP data are reported as values rela- 
tive to the standard hydrogen electrode (Ej). Alkalinity was measured in 
the field on unfiltered samples using a field titration kit (Hach? method 8221 
equivalent to Standard Methods 2320 B). Sulfide measurements were made 
in the field on 0.45 um filtered samples using Hach method 8131 (equivalent 
to Standard Methods 4500-52 D). Dissolved organic carbon (DOC) samples 
were 0.45 um filtered in the field, collected in 40 mL glass VOA vials with no 
headspace, and kept refrigerated until analyzed with a Dohrmann DC-80 
carbon analyzer. 

Hydrological studies at the Louisiana site included the measurement of 
groundwater elevations in wells within and surrounding the PRB, and the 
estimation of the hydraulic properties of the PRB and surrounding aquifer 
materials. The hydraulic conductivity structure within and adjacent to the 
PRB was estimated using physical slug testing techniques in approximately 
70 wells. The tests were conducted based on methods proposed by Butler 
(1997). The methodology utilized slugs produced from PVC stock to initiate 
instantaneous changes in the head within the well, combined with high-fre- 
quency monitoring of the aquifer response using data loggers and pressure 
transducers. The aquifer response data were analyzed using the methods of 
Bouwer and Rice (1976) and Bouwer (1989). 


8.1.2 Results 
8.1.2.1 Hydrologic Evaluation 


The hydrologic data indicated that hydraulic conductivity in both the PRB 
and the native materials upgradient of the PRB was highly heterogeneous. 
The mean hydraulic conductivity of aquifer materials upgradient of the PRBs 
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was estimated at 2.12 x 10? cm/s based on measurements at 11 locations. 
Hydraulic conductivity measurements within the PRB varied over three 
orders of magnitude with a mean of 1.41 x 10? cm/s. Hydraulic gradients in 
the aquifer immediately upgradient of the PRB were estimated using data 
from eight monitoring events between 2004 and 2009. The temporal head 
data for eight monitoring wells were evaluated using a "three point prob- 
lem" approach, similar to that described by Delvin (2003). These data were 
used to determine the direction and magnitude of the hydraulic gradient 
for the centroid of six triangular elements described by the eight monitor- 
ing points. Using the available site-wide groundwater elevation data from 
the six monitoring events, the average magnitude of the hydraulic gradient 
toward the PRB was calculated at 0.0914 cm/cm. Based on these data and 
assuming an average effective porosity in the PRB between 0.1 and 0.2, the 
average seepage velocity of water moving through the PRB was 3-6 cm/d. 
However, there was significant uncertainty in the potential range of repre- 
sentative values for flow velocity through the PRB, due largely to the degree 
of heterogeneity observed. 


8.1.2.2 Chemical Monitoring 


Chemical monitoring data confirmed groundwater flow through the PRB, as 
evidenced by significant PRB-induced geochemical changes on the down- 
gradient side of the PRB. The rate of advance of the ORP and alkalinity 
fronts on the downgradient side of the PRB systems (based on data collected 
6 months following installation) indicated a groundwater flow rate of at least 
2.5 cm/d. Selected chemical monitoring data are presented in Tables 8.1 and 
8.2. The data show cumulative averages (over several years of monitoring) 
as well as the most recent 2010 results from the 33/33/33 cow manure/wood 
chip/limestone pilot PRB (TEPA-1), the 67/33 cow manure/limestone pilot 
PRB (TEPA-2), and the 67/33 cow manure/limestone full-scale PRB (TEPA-5 
and TEPA-6). 


8.1.2.3 pH 


Data collected over a 7-year period following the installation of the pilot PRBs 
and full-scale PRB indicated the PRBs raised the pH of the groundwater 
above 6 (Table 8.1). The increase in pH within the PRBs is attributed primar- 
ily to dissolution of the limestone and production of bicarbonate associated 
with microbially mediated sulfate reduction reactions. The average pH values 
of groundwater entering the PRBs (average of upgradient [A + B] locations) 
ranged from 2.99 at TEPA-6 to 3.18 at TEPA-1, while pH values within the 
PRBs (average of [C + D] locations) ranged from 6.04 at TEPA-1 to 6.45 at TEPA-5. 
The most recent data (April 2010) showed pH values remained above 6 at all 
locations within the PRB, with the exception of location TEPA-1C in the cow 
manure/wood chip/limestone pilot PRB where a pH of 4.64 was measured. 
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FIGURE 8.2 
Average pH within PRB at four transect locations over time (TEPA-1C/D is through PRB with 
wood chips; TEPA-2, TEPA-5, and TEPA-6 are through PRB without wood chips). 


The pH at TEPA-1C was as high as 6.40 in 2004 (the year following instal- 
lation of the PRB); however, a gradual decline in pH began in 2005 and was 
followed by a much sharper decline between 2008 and 2009. The decreas- 
ing pH trend at TEPA-1C coincided with increasing aluminum and nickel 
concentration trends at this location. The low pH at TEPA-1C also coincided 
with the lowest DOC concentration (6.4 mg/L) and highest Ej, 4216 mV) 
measured at any location within the PRB in 2010. Despite this apparent early 
sign of treatment failure in the upgradient half of the PRB along TEPA-1, a 
pH of 6.42 measured at TEPA-1D in 2010 in the downgradient half of the PRB 
indicated the PRB still effectively raises the pH of the groundwater prior to 
its discharge from the PRB (Figure 8.2). 

Upon exiting the PRB, pH values remained elevated along all four transects; 
however, they decreased with distance from the PRB. The pH values at the 
furthermost H wells that were located along the shoulder of the downgradi- 
ent creek (see Figure 8.1) ranged from 5.93 at TEPA-2 to 6.18 at TEPA-6 in 2010. 


8.1.2.4 Acidity 


The removal of acidity (i.e., acid-producing capacity) from the groundwater 
is as important a component of the PRB treatment process as raising the pH 
of the groundwater, since acidity represents potential acid discharge to the 
downgradient creek. Groundwater acidity entering the PRBs was high and 
primarily attributable to the presence of dissolved-phase aluminum and fer- 
rous iron. Aluminum-based acidity accounted for approximately 8076 of the 
total mineral acidity entering the PRB and in 2010 ranged from 506 mg/L as 
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CaCO, equivalents along TEPA-1 to a high of 2489 mg/L as CaCO; equiva- 
lents along TEPA-6. Table 8.1 indicates almost 100% removal of Al (presum- 
ably almost entirely as AI(OH);) along transects TEPA-2, 5, and 6 and nearly 
90% removal along TEPA-1. Consistent with the decline in pH at TEPA-1C, 
aluminum concentrations increased to 9.62 mg/L at this location in 2010. 
This concentration, although still relatively low, was approximately 20 times 
the concentration observed within the PRB along any of the other three tran- 
sects in 2010. 

Iron-based acidity accounted for approximately 1576 of the total mineral 
acidity entering the PRB and ranged in 2010 from 111 mg/L as CaCO; equiv- 
alents at TEPA-1 to 377 mg/L as CaCO, equivalents at TEPA-6. Major sinks 
for iron entering the PRB are expected to be ferrous sulfide (mackinawite) 
and ferrous carbonate (siderite) precipitation. Iron removal efficiency in 2010 
ranged from 72.1% along TEPA-1 to 91.8% along TEPA-6. The removal of alu- 
minum and iron-based acidity and corresponding precipitation of secondary 
minerals such as aluminum hydroxides, mackinawite, and siderite may have 
led to a gradual passivation of limestone surfaces. It was unlikely, however, 
that secondary mineral formation adversely impacted the hydraulic conduc- 
tivity over time, given the relatively large sized limestone gravel used in the 
PRB mixtures and the gradual consumption of the organic substrate that 
occurs with time. 


8.1.2.5 Alkalinity 


The conversion of the impacted groundwater from an acid-producing 
potential to an acid-consuming potential is an important objective of the 
organic-based PRB systems. Alkalinity data indicated both pilot PRBs and 
the full-scale PRB were successful in converting the high acidity groundwa- 
ter entering the PRB to an acid-consuming potential (Table 8.1). Alkalinities 
within the PRB based on April 2010 data ranged from 155 mg/L as CaCO, 
along TEPA-2 to 1100 mg/L as CaCO; along TEPA-6. Net alkalinities (total 
alkalinity minus [Fe+ Al - Mn pH] acidity) ranged from 49 mg/L as 
CaCO, along TEPAZ to 1010 mg/L as CaCO; along TEPA-6. A gradual decline 
in alkalinity values within the PRB with time was observed along all four 
transects (Figure 8.3), which possibly indicates reduced sulfate reduction 
rates and/or increased passivation of limestone surfaces. Net alkalinity was 
maintained in groundwater downgradient of the PRB along each of the four 
transects although gradual reductions were observed with distance from the 
PRB. At H well locations near the creek, net alkalinity values in 2010 ranged 
from 229 mg/L as CaCO, at TEPA-2H to 524 mg/L as CaCO, at TEPA-6H. 


8.1.2.6 Lead (Pb), Cadmium (Cd), and Nickel (Ni) 


Metal sulfides are expected to precipitate out in accordance with their solubil- 
ity products in the preferred order CuS > PbS > CdS> ZnS > NiS > FeS > MnS 
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FIGURE 8.3 
Alkalinity trends along transects within PRB. 


(Hedin et al., 1994). Pb is thus expected to be one of the first metals pre- 
cipitated out under sulfate reducing conditions followed by Cd and Ni. Pb 
concentrations entering the PRB showed significant temporal and spatial 
variation since monitoring activities at the site were first initiated. The high- 
est average Pb concentrations entering the PRB (based on the average of the 
A + B locations along each transect between 2006 and 2010) were reported at 
TEPA-5, where concentrations averaged 93.6 ug/L (Table 8.2). The most recent 
data (2010) showed that the average of the A + B concentrations entering the 
PRB ranged from 8.8 ug/L at TEPA-2 to 29.6 ug/L at TEPA-5. With the excep- 
tion of one location within the PRB (at TEPA-2D where a Pb concentration of 
146 ug/L was measured in 2010), Pb was consistently treated to concentra- 
tions less than 1.0 ug/L at all locations and to less than 0.5 ug/L at 5 of the 
8 locations monitored within the PRB. The low Pb concentrations («1 ug/L) 
were also maintained downgradient of the PRB along all four transects at the 
H locations near the creek. 

The Cd concentrations entering the PRB far exceeded Pb concentrations 
and similar to Pb, have also shown significant temporal and spatial varia- 
tion. The average Cd concentrations entering the PRB ranged from 136 ug/L 
at TEPA-6 to 461 ug/L at TEPA-2. The most recent data (2010) indicated that 
cadmium concentrations entering the PRB ranged from 17.0 ug/L (TEPA-6) 
to 470 ug/L (TEPA-2). Within the PRB, nearly 100% treatment was achieved 
based on Cd concentrations being reduced to less than 0.3 ug/L along all 
four transects. As in the case of Pb, Cd concentrations remained at low con- 
centrations («04 ug/L) downgradient of the PRB system. 

Average Ni concentrations entering the PRB since 2008 ranged from 213 ug/L 
at TEPA-1 to 409 ug/L at TEPA-6, while Ni concentrations entering the PRB in 
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2010 ranged from 189 ug/L along TEPA-1 to 395 ug/L along TEPA-6. Within 
the PRB, Ni was generally treated to <5 ug/L with the exception of TEPA-1C 
and TEPA-2D, where concentrations of 47.1 and 746 ug/L were measured, 
respectively. The highest concentration of 471 ug/L measured at TEPA-1C 
coincided with the low pH of 4.64 also measured at this location in 2010. The 
increased presence of Ni relative to Pb and Cd under the declining pH condi- 
tions at TEPA-1C is consistent with the higher solubility of NiS relative to PbS 
and CdS. Ni in the downgradient half of the PRB at TEPA-1D was measured 
at 1.63 ug/L in 2010, indicating the PRB along TEPA-1 still remains effec- 
tive in treating Ni. The overall Ni removal efficiency of 87.6% along TEPA-1 
was significantly less than the greater than 98% removal efficiency observed 
along the other three transects in 2010. Ni concentrations were also higher 
than Pb and Cd concentrations downgradient of the PRB along all transects, 
with concentrations as high as 249 and 478 ug/L, respectively measured at 
TEPA-2H and TEPA-6E. At all other downgradient transect locations, Ni con- 
centrations were less than 8 ug/L. 


8.1.2.7 Arsenic 


Average yearly arsenic (As) concentrations entering the PRB ranged from 
6.33 ug/L at TEPA-1 to 139 ug/L at TEPA-5 (Table 8.2). Arsenate was the pre- 
dominant form of arsenic entering the PRB while arsenate, arsenite, and thio- 
arsenic forms were observed downgradient of the PRB, without any one form 
dominating. The highest arsenic concentration entering the PRB in April 2010 
was 58.7 ug/L at TEPA-5. Within the PRB, arsenic was treated to less than 
10 ug/L along all four transects. However, contrary to the heavy metals, arse- 
nic concentrations rebounded downgradient of the PRB as shown in Figure 
84, eventually exceeding concentrations upgradient of the PRB. This is pre- 
sumed to be due to reductive dissolution of arsenic-containing iron minerals 
in the downgradient aquifer sediments. Arsenic concentrations at TEPA-2H 
near the creek were measured at 68.1 ug/L in 2010 relative to the average arse- 
nic concentration within the PRB of only 62 ug/L. The value of 68.1 ug/L, 
however, represents a decrease from previous sampling rounds in 2009 and 
2008 when arsenic concentrations at this same location were measured at 
102 and 123 ug/L, respectively and in 2006 when the arsenic concentration at 
this location was measured at 230 ug/L. The data suggest that although arse- 
nic was being mobilized from aquifer sediments downgradient of the PRB, 
the amounts being mobilized were gradually decreasing over time. 

Arsenic was also monitored along a fifth transect across the full-scale PRB 
where concentrations within the PRB averaged 820 ug/L since 2006. This is 
despite sulfide concentrations within the PRB at this location having averaged 
11.5 mg/L during the same period. Thioarsenic species accounted for over 
25% of the dissolved-phase arsenic present within the PRB along this fifth 
transect. Iron concentrations within the PRB at this location, however, aver- 
aged only 1.5 mg/L since 2006, which suggests that low iron concentrations 
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FIGURE 8.4 
Arsenic concentration trends along TEPA-2 from 2006 to 2010. 


may have been a factor in the high arsenic concentrations observed. A low 
iron concentration would be expected to limit arsenic removal by limiting 
coprecipitation reactions with iron sulfides, iron carbonates, and/or iron 
(oxy)hydroxides. 


8.1.2.8 Sulfate/Sulfide 


Sulfate concentrations entering the PRB ranged from 1649 mg/L at TEPA-1 to 
6696 mg/L at TEPA-6, while concentrations entering the PRB in 2010 ranged 
from 1835 mg/L at TEPA-1 to 6435 mg/L at TEPA-6 (Table 8.1). Within the 
PRB, sulfate concentrations were significantly reduced, consistent with active 
sulfate reduction although in 2010, sulfate removal along TEPA-2 decreased 
significantly. Sinks for sulfate entering the PRB include formation of metal 
sulfides, elemental sulfur, precipitation as gypsum, and formation of organi- 
cally bound sulfur (Ludwig et al., 2009). Given the generally high iron concen- 
trations entering the PRB, mackinawite (FeS) was possibly the largest sulfate 
sink. Chemical equilibrium calculations indicated saturation conditions with 
respect to gypsum along TEPA-2. However, undersaturated conditions with 
respect to gypsum were indicated along the other three transects suggest- 
ing gypsum precipitation was not a significant sulfate sink. The 2010 data 
suggested only 15.3% of the sulfate was removed along TEPA-2, although 
sulfide concentrations within the PRB along TEPA-2 were consistently the 
highest, including a sulfide concentration of 23.9 mg/L in 2010. The sulfide 
data indicated that despite the apparently more limited sulfate removal 
occurring along TEPA-2, sulfate-reducing activity still remained sufficiently 
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high enough to effectively remove incoming heavy metals and arsenic from 
the groundwater. Interestingly, contrary to the other three transects, calcium 
concentrations within the PRB along TEPA-2 increased steadily since 2007, 
despite pH remaining relatively constant. This suggests that the limestone 
in the PRB along TEPA-2 may have made an increasing contribution to pH 
buffering relative to the bicarbonate generated from microbially mediated 
sulfate reduction. 

As might be expected, the PRB discharges a sulfide plume. The highest 
average sulfide concentration measured in H wells near the creek downgra- 
dient of the PRBs since 2004 was 1.2 mg/L at TEPA-6. The highest single mea- 
surement of sulfide at an H well location was 4.0 mg/L at TEPA-6H in 2007. 


8.1.2.9 Dissolved Organic Carbon 


DOC concentrations increased significantly within the PRB relative to upgra- 
dient locations as expected (Table 8.1). Since installation, the average DOC 
concentrations upgradient of the PRB ranged from 4.04 mg/L at TEPA-1 to 
16.0 mg/L at TEPA-6. Within the PRB, average DOC concentrations since 
installation of the PRB ranged from 19.0 mg/L at TEPA-1 to 69.9 mg/L at 
TEPA-6. However, DOC concentrations within the PRB declined signifi- 
cantly with time (Figure 8.5), with concentrations in 2010 ranging from 
9.28 mg/L at TEPA-1 to 33.0 mg/L at TEPA-6. Decreasing DOC concentra- 
tions were consistent with that observed for other organic carbon-based PRB 
systems and were likely a reflection of decreasing labile organic substrate 
content in the PRB with time. The initially high DOC concentrations may 
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FIGURE 8.5 
DOC trend over time within PRB along four monitored transects. 
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have also been the result of the biopolymer used in the construction of the 
PRB systems. The lowest DOC concentration measured within the PRB in 
2010 was at TEPA-1C (6.4 mg/L), which coincided with the location where pH 
also decreased sharply over the past 2 years. DOC concentrations at all other 
locations monitored within the PRB in 2010 were greater than 10 mg/L and 
generally greater than 20 mg/L. 


8.2 South Carolina PRB 


Results for the pilot PRB installed at the former phosphate fertilizer pro- 
duction facility in South Carolina, (USA) have been previously described 
(Ludwig et al., 2009). The PRB at this location consisted of a mixture of gran- 
ite pea gravel (45%), composted yard waste (30% v/v), ZVI filings (20% v/v), 
and limestone (5% v/v). The pilot PRB measured 79 m in length, 4.1 m in 
depth, and 1.8 m in width and was installed in pyrite-containing fill sedi- 
ments which were disposed of at the site over decades of operation. The pilot 
PRB was installed near the edge of a tidal marsh located downgradient of 
the site. The ZVI was added to help neutralize pH, ensure removal of arsenic 
by promoting sorption of arsenic to ZVI surfaces, and to attempt to extend 
the life of the PRB through sustained production of H, for utilization by sul- 
fate reducers. Column studies have indicated that the presence of ZVI in 
combination with organic carbon can enhance sulfate reduction rates by up 
to 15% and extend the life of an organic carbon matrix by nearly twofold 
(Guo and Blowes, 2009). Although the average pH of groundwater entering 
the pilot PRB (pH 3.68) was slightly higher than at the Louisiana site, the 
acidity of the groundwater entering the South Carolina pilot PRB was much 
higher than that of the Louisiana site. Iron acidity was greater than 25-fold 
while aluminum acidity was approximately twofold greater than at the 
Louisiana site. Vertically averaged concentrations of As, Pb, Cd, Ni, and Zn 
entering the South Carolina PRB (based on 48-month data) were 59.2, 0.744, 
0.067, 0.481, and 215 mg/L, respectively. The PRB effectively removed heavy 
metals, acidity, and arsenic from the acid rock drainage-impacted ground- 
water, with concentrations of As, Pb, Cd, Ni, and Zn within the PRB (based 
on 48-month data) averaging 30, <3, «1, «1, and 37 ug/L, respectively. Iron 
concentrations were reduced from an average of 3384 mg/L to an average 
of 3.15 mg/L within the PRB, while aluminum concentrations were reduced 
from 520 mg/L to <17 ug/L within the PRB. Although dissolved iron concen- 
trations entering the South Carolina PRB were high, average arsenic concen- 
trations entering the same PRB were three orders of magnitude higher than 
average arsenic concentrations entering the Louisiana PRBs, thus making it 
conceivable that without ZVI, iron coprecipitation reactions alone would not 
have been sufficient to remove all of the arsenic. 
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Owing to pre-existing high levels of contamination on the downgradient 
side of the PRB at the South Carolina site, the discharge plume from the PRB 
could not be effectively monitored. However, as in the case of the Louisiana 
PRBs, the high acidity groundwater entering the PRB was effectively con- 
verted to a net-acid consuming water, with alkalinities as high as 650 mg/L 
as CaCO, measured within the PRB (based on 30-month data). Increases 
in 9%S values, order of magnitude increases in sulfate reducing bacteria 
counts, and order of magnitude decreases in sulfate concentrations within 
the PRB provided strong evidence of microbially mediated sulfate reduction 
occurring. 

The much higher total dissolved solids (TDS) concentrations (up to 
35,000 mg/L) entering the South Carolina PRB relative to the Louisiana PRBs, 
coupled with the ZVI-induced higher average pH within the South Carolina 
PRB (up to pH 9.28), resulted in much larger scale precipitation of secondary 
minerals in the South Carolina PRB. This was reflected in decreased perme- 
ability observed within the South Carolina PRB over the course of just 1.5 
years. The very high TDS concentrations and associated adverse impacts on 
PRB hydraulic conductivity resulted in a decision to preclude further consid- 
eration of such a PRB for full-scale use at the site. However, organic carbon 
combined with ZVI may offer significant benefits at other sites where TDS 
levels are not so unusually high. 


8.3 Conclusions 


The findings of the Louisiana PRB study indicated that a cow manure-lime- 
stone-based PRB system effectively removed heavy metals, arsenic, and acid- 
ity from acidic sulfate-containing waters; although a significant dissolved 
iron content entering the PRB may have been a prerequisite for removal of 
arsenic. The results also indicated that the cow manure-based PRBs showed 
persistence and performed well over a period of 7 years. The PRBs also pro- 
duced an alkalinity discharge that helped to neutralize acid-impacted aqui- 
fer sediments downgradient of the PRBs. Less positive findings included the 
observed mobilization of arsenic downgradient of the PRB and observed 
groundwater mounding along the upgradient face of the PRB. Lower aver- 
age hydraulic conductivity properties within the PRB were responsible for 
the buildup of a hydraulic head along the upgradient face of the PRB and 
resulted in some bypassing of groundwater around the ends of the PRB. This 
significant shortcoming in the design of the PRB indicated that any refur- 
bishment efforts should include formulation of a higher permeability treat- 
ment matrix. An alternative but less preferable option would be to extend the 
length of the PRB to capture any potential bypass flow, as has been done by 
others (Jarvis et al., 2006). 
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Recent data have suggested that the cow manure/wood chip/limestone 
mixture may be beginning to fail. Reasons for this are unclear although 
it may be a result of the wood chips not being able to sustain microbially 
mediated sulfate reduction at an adequate rate compared to the cow manure. 
Alternatively, groundwater flow velocities may have been significantly faster 
in the presence of wood chips, thereby reducing the residence time in the 
PRB relative to the pilot PRB without the wood chips. Differences in hydrau- 
lic conductivity between the two mixtures using slug tests could not be dis- 
cerned with any confidence in the study. 

The addition of ZVI in an organic-based PRB system likely better ensures 
the removal of arsenic and also, likely enhances the longevity of organic- 
based PRB systems by providing a long-term source of H;. However, ZVI- 
induced pH increases may also promote more clogging of PRB systems, 
particularly in the presence of highly mineralized groundwater. 
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9.1 Introduction 


The mining of natural resources always causes environmental impacts such 
as land use, large quantities of waste, destruction of habitat, impairment 
of groundwater regime, and quite possibly contamination of soil, water, or 
air (Dudka and Adriano 1997). The environmental impact of mining can- 
not be estimated easily. The concept of total material requirement (TMR) is 
an attempt to quantify the environmental impact of materials. TMR is the 
sum of domestic and imported primary natural resources and their hid- 
den flows (Adriaanse et al. 1997). Hidden flows are often not considered in 
environmental analyses because they are attributed with no cost. However, 
overburden from mining, earth moving for construction, and soil erosion 
are major sources of ecological damage. From the mining of minerals to 
the final products, a number of process steps take place (exploration, mine 
site development, extraction, milling, washing, concentration, smelting, 
refining, fabrication), each step being connected to other input flows such 
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as energy or other resources. The hidden flows for metals related to metal 
ore mining have been investigated by Halada et al. (2001). Table 9.1 lists the 
data for some metals, together with the data for some other minerals and 
fuels. The TMR in the United States in the 1990s was between 80 and 100 
tonnes per capita; in the European Union (EU-15) approximately 50 tonnes 
per capita (Bringezu 2002). 

Although the TMR concept is widely accepted, there are no economic 
incentives to reduce TMR because the cost associated with the hidden flows 
is usually not known. However, such external costs can be calculated from 
the cost of the remediation for the former German uranium mining sites. 
In the western world uranium mining started in 1945 and reached a first 
maximum in 1957 and a second one in 1977, see Figure 9.1. Production of ura- 
nium from mining then decreased because fuel for nuclear power plants was 
partly produced by reprocessing nuclear weapons material. The cumulative 
global uranium production until 2004 was more than 2.5 million tonnes 
with Canada and the United States contributing more than 300,000 tonnes 
each and Germany more than 200,000 tonnes (OECD/NEA 2001, Taylor et al. 
2006). The TMR of uranium is 11,000 kg/kg U (see Table 9.1). 

After the end of uranium mining in Germany in 1990, remediation started 
with a focus on controlled flooding of underground mines, water treatment, 
backfilling of open pit mines, and treatment of mine tailings (Gatzweiler 
et al. 2002). The total cost for the remediation project was estimated to be 
6.5 billion Euro (Bundesministerium für Wirtschaft und Technologie [D] 
2000). So far, 4.2 billion Euro has been spent, while the project is scheduled to 
end sometime between 2010 and 2015. Based on a total production of 213,809 
tonnes of uranium (Taylor et al. 2006) the external costs of uranium mining 


TABLE 9.1 

TMR of Some Metals, Minerals, and Fuels 

Material TMR (t/t Material) Global Production (t) TMR (Mt/year) References 
Sand and gravel 1.18 8,000,000,000 9440 (2) 
Hard coal 2 3,740,000,000 8826 (2) 
Phosphate 34 130,000,000 4420 (2) 
Gold 1,800,000 2445 4401 (1) 
Crude oil 1:22 3,485,000,000 4252 (2) 
Copper 300 12,900,000 3870 (1) 
Iron Dil 571,000,000 2912 (1) 
Silver 7500 160,000 1200 (1) 
Uranium 11,000 45,807 504 (1) 
Lead 95 2,980,000 283 (1) 
Platinum 1,400,000 178 249 (1) 
Aluminum 10 23,900,000 239 (2) 


Sources: (1) Halada, K. et al. 2001. Journal of the Japan Institute of Metals, 65(7), 564-570. 
(2) Schmidt-Bleek, E 1998. Das MIPS-Konzept, Droemer Knaur, München. 
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FIGURE 9.1 
Uranium production in the Western world since 1945. 


in Germany can be estimated to be 30 Euro/kg U. It should be noted that 
uranium concentration in German ores was much lower than those in ores 
exploited today (Mudd and Diesendorf 2008). The market price for uranium 
is far above this value, thus mining of uranium seems to be feasible in such 
a way that external costs can be covered by the price. 

Minerals and ores are nonrenewable resources, so mining eventually leads 
to their exhaustion. The deposits cannot be regenerated, therefore, a reme- 
diation of the environmental damage at mining sites is a basic necessity. 
Polluting the environment has not been a privilege of our generation alone: 
even the ancient Greeks managed to pollute land and sea with the waste 
products of their lead mining, metallurgy, and processing some 2000 years 
ago. But increasing speed in development and industrial revolution multi- 
plied the amounts and types of emissions, and kept adding more complex 
types of contaminant to the established ones: chemicals, toxic heavy metals, 
dense nonaqueous phase liquids (DNAPLs), radioactive wastes, and so on. 
In doing so, they have generated a steadily increasing threat to our environ- 
ment, and our drinking water in particular. In the following sections reme- 
diation processes for treating groundwater contaminations arising from 
mining and utilization of radionuclides are described. A focus is laid on pas- 
sive in situ methods. Active methods such as pump and treat are described 
in detail elsewhere (Simon et al. 2002). 


9.2 Groundwater Remediation Using Permeable 
Reactive Barriers 


Soil and groundwater remediation projects often cause high costs due to 
their large extent and long duration. This is the reason why a number of 
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contaminated sites are not remediated at all. Passive in situ methods offer 
the advantage that after installation of the system only low operating costs 
occur and the environment is only disturbed to a small degree (Simon et al. 
2005). 

Passive in situ groundwater remediation using permeable reactive barriers 
(PRBs) is a relatively new and innovative technology with a high potential to 
significantly reduce the cost of treating contaminated shallow aquifers and 
therefore, contribute to the preservation of groundwater resources. A PRB 
is a subsurface structure situated across the groundwater flow path down- 
stream of a contaminant source (Figure 9.2). 

The barrier is a trench filled entirely or in part with a granular reac- 
tive material that is hydraulically permeable and reacts with the passing 
groundwater to remove or degrade the contaminants from the groundwater. 
Processes taking place in the reactive material of the barrier include physical, 
chemical, or biological contaminant retention or degradation and reactions of 
other groundwater constituents with the material. Suitable materials for use 
as reactive components in PRBs are elemental iron, activated carbon, zeolites, 
iron oxides/oxyhydrates, phosphates, clay minerals, and others. The most 
commonly used mechanisms are redox and sorption reactions. The choice of 
reactive materials and retention mechanisms depend upon the type of con- 
taminant to be treated by the barrier system. 

PRBs are defined by the US Environmental Protection Agency as passive 
in situ treatment zones of reactive material that degrades or immobilizes 
contaminants as groundwater flows through it. PRBs are installed as perma- 
nent, semipermanent, or replaceable units across the flow path of a contami- 
nant plume. Natural gradients transport contaminants through strategically 
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FIGURE 9.2 
Scheme of PRBs. 
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placed treatment media. The media degrade, sorb, precipitate, or remove 
chlorinated solvents, metals, radionuclides, and other pollutants. The sub- 
stantial deviation from common remediation techniques is that the contami- 
nant plume, and not its source, is treated (Schad and Grathwohl 1998). 

The concept of PRBs was first developed in North America, with pioneer- 
ing work conducted at the University of Waterloo in Canada. Initially, the 
activities including first pilot field tests focused on "funnel-and-gate" sys- 
tems and abiotic reductive dehalogenation of chlorinates and recalcitrant 
compounds by elemental iron (Gillham 1993, Starr and Cherry 1994, Vidic 
and Pohland 1996, Sivavec et al. 1997, Tratnyek et al. 2003). During the 1990s 
research activities on PRBs increased significantly leading to a number of 
new approaches in terms of PRB design, suitable reactive materials, and tar- 
get contaminants. 

Amongst the first and most widely studied metal compounds treated by 
PRBs are chromate (Blowes and Ptacek 1992, Powell et al. 1995, Blowes et al. 
2000) and uranyl (Cantrell et al. 1995, Dwyer et al. 1996, Bostick et al. 2000), 
which are usually treated by reductive processes using, for example, elemen- 
tal iron. The use of PRBs for groundwater protection or remediation has also 
been studied in other fields, for example, the treatment of metals-containing 
mine waters (Morrison and Spangler 1992, 1993, Waybrant et al. 1998, Benner 
et al. 1999, Naftz et al. 1999). The treatment of inorganic anions and cations 
can be grouped into abiotic reduction and immobilization (mostly by ele- 
mental iron), biologically mediated reduction and immobilization (bacterial 
sulfate reduction and precipitation of metals as sulfides), and adsorption and 
precipitation reactions (Blowes et al. 2000). 

The selection of the reactive material to be used in a PRB depends on the 
type of contaminant and the remediation approach (contaminant removal 
mechanism). In general, contaminants can be removed from polluted water 
using the following processes: 


* Precipitation: Immobilization of contaminants by formation of insol- 
uble compounds (minerals), often after first reducing the contami- 
nant to a less soluble species. The immobilized contaminants remain 
in the barrier material. 


e Sorption: Immobilization of contaminants by adsorption or complex 
formation. The immobilized contaminants remain in the barrier 
material. 


* Degradation (of organic pollutants): Application of chemical or bio- 
logical reactions that lead to the decomposition of contaminants and 
the formation of harmless compounds which are either retained in 
the barrier or released downstream. 


Frequently, groundwater treatment can involve a combination of these 
processes which cannot be individually distinguished. Nowadays, the most 
widely used approaches for PRBs can be grouped into two categories: reductive 
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barriers and sorption barriers. Reductive barriers employ mechanisms that lead 
to the reduction of the target compound, or parts thereof, to achieve decom- 
position or immobilization of that compound. Barriers utilizing surface reac- 
tions that lead to immobilization of the target contaminants by adsorption, ion 
exchange, coprecipitation, solid-solution formation, and so on, without altering 
the chemical state of the contaminant are usually termed as sorption barriers. 

In terms of geometry, two main types of PRB have been used in the field. 
These are (i) continuous reactive barriers enabling a flow through its full 
cross section, and (ii) "funnel-and-gate" systems (Starr and Cherry 1994) in 
which only special "gates" are permeable to the contaminated groundwa- 
ter. The continuous PRB configuration is characterized by a single reactive 
zone installed across the contaminant plume, while the "funnel-and-gate" 
system consists of an impermeable wall that directs the contaminated plume 
through one or more permeable gates within the wall (Figure 9.3). 

The choice between the two configurations depends on the hydrogeologi- 
cal characteristics of the site, the technical applicability of the barrier place- 
ment, and on the cost of the reactive material. When a high-cost reactive 
material is used, the "funnel-and-gate" configuration is preferable since the 
reactive zone requires less material. If a cheap material can be used, it is 
more profitable to avoid the construction of the impermeable sidewalls by 
employing a continuous barrier. 

In PRBs, the residence time of the contaminant in the reactive material 
must be long enough to allow a decrease of the contaminant concentrations 
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FIGURE 9.3 
Funnel and gate versus continuous PRB. 
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down to an acceptable level (the remediation target). For a given contaminant 
and reactive material the required residence time is a function of the reaction 
rate and the equilibrium constant. As a PRB is basically a flow-through cell 
there is a continual reestablishment of equilibrium (or at least the tendency 
toward reestablishing equilibrium) as the groundwater passes through the 
barrier. For example, a given reactive material could reach equilibrium very 
rapidly with a contaminant, but if the initial concentration is high and the 
equilibrium constant is low, then a long flow path may be required to reduce 
the contaminant concentration to an acceptable level. Alternatively, a slow 
reacting material with a high equilibrium constant may reach an acceptable 
exit concentration in a relatively short residence time, without ever reaching 
equilibrium. As a range of factors may affect reaction rate, the retention time 
required to treat the groundwater at a particular site with a specific reactive 
material should always be determined in a feasibility study (e.g., by column 
experiments). 


9.2.1 Removal of Metals from Groundwater 


Cationic metals usually have limited mobility in soil and groundwater with 
high clay and organic content, high alkalinity, and low permeability (Fetter 
1993). However, complexing agents such as carbonates, hydroxides, sulfates, 
phosphates, fluorides, and possibly silicates which are present in natural 
waters increase the solubility of metals (Langmuir 1978). Precipitation is a 
possible reaction for heavy metal contamination to lower the concentrations 
in the groundwater. Other possibilities are sorption, precipitation subse- 
quent to a chemical reduction, or a combination of the different processes. 

Precipitation of heavy metals is a commonly used process in wastewater 
treatment plants. Precipitation is used in PRBs in the same way to lower the 
heavy metal concentrations in groundwater. Chemical precipitation is a pro- 
cess by which a soluble substance is converted into an insoluble form by a 
reaction with the precipitant. Frequently used precipitants are hydroxides, 
sulfides, phosphates, and carbonates. The solubility of heavy metal hydrox- 
ides, sulfides, and carbonates is pH-dependent. Metal hydroxides exhibit 
amphoteric behavior, that is, solubility is high both at low pH (removal of 
hydroxide anions, see Reaction 9.2, with Me asa generic bivalent heavy metal) 
and high pH (formation of soluble hydroxo complexes, see Reaction 9.3). A 
minimum in solubility for most heavy metals can be observed between 9 
and 11 (Chung 1989). 


Me” + 2 OH- 2 Me(OH),(s) (9.1) 
Me(OH),(s) + 2 Ht > Me” + 2 H,O (9.2) 


Me(OH); + OH > Me(OH), (9.3) 
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A cheap precipitant forming hydroxides is lime (Csóvári et al. 2002). CaO 
was tested in lysimeter experiments with a duration of 3 years. 400 kg of 
uranium-containing waste from heap leaching (70 mg U/kg) was treated 
with a 1:20 mixture of CaO. The resulting uranium concentration was below 
1mg/L. Promising results were also achieved in subsequent field tests 
using horizontal barriers (1.5 kg CaO/t). Uranium concentrations lower than 
1 mg/L, sometimes less than 0.1 mg/L are achievable. 

The key advantage of PRBs is their low energy consumption and it is there- 
fore important that the precipitates are not changed back by any means to 
soluble forms. Unlike in wastewater treatment plants, the precipitated mate- 
rial remains in the barrier for the whole period of operation. Spent barrier 
materials can be replaced by placing the reactive matrix in a double-walled 
structure of prefabricated elements (Beitinger and Fischer 1994). Stability of 
the resulting precipitates is therefore an important issue for the application 
of precipitation reactions in PRBs. 


9.2.1.1 Uranium 


Uranium is the heaviest naturally occurring element. All isotopes are radio- 
active; the half-lives of the two relevant isotopes ?*U and ?*?U are 4.5 x 10? 
and 70 x 105 years, respectively (Seelmann-Eggebert et al. 1981). Uranium 
present in groundwater, for example, from mine tailings, is dangerous not 
because of its radioactivity but because of its toxicity as a heavy metal. Based 
on the German Radiation Protection Act, a 0.3 mg/L limit can be calculated 
from the radiation limit (70 Bq/L of the natural mixture of isotopes). Due to 
its toxicity an upper limit of 0.015 mg/L is being considered by the World 
Health Organization (WHO) (Birke et al. 2009). 

Uranium occurs mainly in the oxidation states +4 and +6. The hexavalent 
uranium, that is, the uranylion UO%* and respective hydroxo- and carbonato- 
complexes are more mobile than U(IV) compounds, similarly to chromium 
where Cr(VI) has a higher mobility than Cr(III). The speciation of uranium 
is a complex system dependent on pH and carbonate concentration as can be 
seen in Figure 94 (calculated using MinteqA2 [Allison et al. 1991]). For more 
details on the complex uranium solution equilibria see Langmuir (1978). 

Removal from groundwater is possible by reduction of U(VI) to U(IV) ina 
reducing environment, for example, by elemental iron (Cantrell et al. 1995): 


Fe + UO?'(aq) > Fe” + UO%(s) (9.4) 


The solubility of uraninite UO, is in the range of 10 mol/L in a pH range 
between 4 and 14. Below a pH of 4, uranium becomes soluble. A measure- 
ment on the dissolution of spent nuclear fuel in deionized water under non- 
oxidizing conditions provided results in the range of 10?-10? mol/L (Bickel 
et al. 1996). Under oxidizing conditions where UO; can be transformed 
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Uranium speciation in aqueous solution with atmospheric CO, and total uranium concentra- 
tion of 5 x 107? mol/L. 


into the uranyl ion and if complexation reactions can occur, the solubility 
is enhanced. This can be seen from the pH-Eh diagram of uranium in the 
presence of carbonate in Figure 9.5 (calculated using HSC Chemistry [Roine 
2007]. The reduction of U(VI) to U(IV) by elemental iron is thermodynami- 
cally possible over a wide pH range although stronger reducing conditions 
are needed compared to systems in the absence of or with low concentrations 
of carbonate. The stability fields of the U(VI)-carbonate complexes are larger 
than those of the respective hydroxo-complexes in the absence of or at low 
concentrations of carbonate (see dotted line in Figure 9.5). 

Elemental iron as a reactive material for the removal of uranium has 
already been applied in field experiments (Naftz et al. 2002, Csóvári et al. 
2005a). In Hungary, uranium was mined and processed in the southern part 
of the country, in the Mecsek Mountains, near the city of Pécs. The mined out 
rock amounted to 46 million tonnes from which different wastes resulted. 
Mining activity was terminated at the end of 1997. Rehabilitation of the for- 
mer industrial sites is in progress. Among the different remediation tasks, 
one of the most important issues is the restoration of the quality of ground- 
water contaminated by seepage from tailings, waste rock piles, and heap 
leaching residues. A pilot-scale PRB was built at the site near Pécs during the 
course of the EU project PEREBAR (Csóvári et al. 2005b) (Figure 9.9). The PRB 
test facility has been in operation since August 2002. The PRB consists of two 
different zones: zone 1 with a lower content of coarse elemental iron (12% 
by volume or 0.39 t/m', grain size 1-3 mm) and zone 2 with a higher con- 
tent of fine elemental iron (41% by volume or 1.28 t/m?, grain size 0.2-3 mm). 
On both sides (upstream and downstream) sand layers were inserted to 
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FIGURE 9.5 

pH-Eh diagram showing the stability fields of uranium species (c= 10% mol/L) in different 
oxidation stated in combination with stability filed of elemental iron, Fe” and Fe? (bold lines). 
The dotted line indicates the stability field of U(VI)-hydroxo complexes in the absence of car- 
bonate. (From Roine, A. 2007. HSC Chemistry V.6.12. Outotec Research Oy, Finland.) 


distribute water inflow and outflow. The PRB is sealed with clay and geo- 
synthetic clay liners at the bottom and with a geomembrane (high-density 
polyethylene) at both sides and on the top. The design is displayed in Figure 
9.6. The total mass of elemental iron installed as reactive material was 38 t, 
from which 5 t was coarser material. 

The pilot installation has yielded good removal results for uranium (99%) 
and is still in operation. Table 9.2 lists average values for different parameters 
for the operation period. It can be seen that the pH increased in the PRB by 
almost 2 units, uranium concentration decreased by at least 95%, TDS was 
halved and calcium was almost completely removed. The impact of precipi- 
tates on the long-term performance of the installation will be investigated in 
further research. 

Monitoring data of the site over a period of 4500 days (12 years) is shown in 
Figure 97. This includes data about the performance of the experimental PRB. 

The removal mechanism of uranium in PRBs with elemental iron as reac- 
tive material is discussed controversially (Fiedor et al. 1998, Gu et al. 1998, 
Noubactep et al. 2003). Although reductive precipitation of U(VI) by elemen- 
tal iron (see Reaction 9.4) is thermodynamically possible, evidence exists that 
coprecipitation on aging iron corrosion products is the main removal mecha- 
nism (Noubactep et al. 2006). On two DOE sites in the United States, U(VI) 
was found the prevailing species after more than 1 or 3 years of operation 
of a Fe? reactive barrier, respectively (Matheson et al. 2003). The presence 
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FIGURE 9.6 

Sketch of the design of the experimental PRB near Pécs. (Reprinted from Long-Term Performance 
of Permeable Reactive Barriers, Trace Materials and Other Contaminants in the Environment, Vol. 7, 
Csóvári, M. et al., Experimental iron barrier in Pecs, Hungary case study, 261-281, Copyright 
2005b, with permission from Elsevier.) 


of reduced uranium species could be the result of biogenic processes (Duff 
et al. 2002, Schóner et al. 2009, Kelly 2010). 

Lowering the uranium concentration without changing the oxidation 
state is possible by the precipitation of sparingly soluble uranyl phosphates. 
The addition of phosphate, hydroxyapatite (HAP), or bone char (HAP with 
a small amount of carbon) to the water may trigger the formation of ura- 
nyl phosphate (UO,);(PO,), (log Ksp =-49.09 [Brown et al. 1981]), autun- 
ite Ca(UO,),(PO,), (log K,, =-47.28, [Brown et al. 1981]) or chernikovite 
H;(UOj),(PO)), (log Ksp = —45.48, [Grenthe et al. 1992]). The mechanism of the 
interaction of uranium with HAP is not yet completely understood. Jeanjean 
et al. (1995) proposed a dissolution-precipitation mechanism. With either 
autunite or chernikovite as the precipitation product, the reaction may occur 
via the sequence displayed below. 


Cas(PO4,), OH = 5Ca? + 3PO + OH” (9.5) 
H* + OH” = HO (9.6) 
2UO* + Ca” + 2POT- = Ca(UO;),(PO,); (9.7) 


2UO?* + 2H* + 2POT = H,(UO2)2(PO.)2 (9.8) 
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Long-term performance of the PRB near Pécs: uranium concentration and total dissolved solid 
(TDS) in the observation well Hb1/1 (15 m downstream of the PRB). (From Csóvári, M. 2009, 
personal communication.) 


Ion-exchange processes (see Reaction 99) or surface sorption using HAP 
(two possible surface groups, Reactions 9.10 and 9.11) are described by the 
following equations (Wu et al. 1991, Leyva et al. 2001). 


«Ca^ + UO = sl + Ca” (9.9) 
=OH + U0? = =0-UO} + H' (9.10) 
=O P-OH* + UO? = =0¿P-O-UO?" + H* (9.11) 


In the work of Fuller et al. (2002) autunite and chernikovite have been 
identified as solid phases after adding uranyl ions to a saturated solution 
of hydroxyapatite. Evidence for adsorption of U(VI) to hydroxyapatite sur- 
faces as an inner-sphere complex was found for certain concentration ratios. 
Similarly uranium phosphates have been found in laboratory experiments 
on uranium removal from artificial groundwater (Simon et al. 2008), see 
Figure 9.8. 

Uranium can also be removed by adsorption on surfaces. Morrison 
and Spangler (1992) have evaluated a range of uranium and molybdenum 
adsorption tests using a variety of materials. Good removal results have 
been obtained using lime, hematite, peat, ferric oxyhydroxide, phosphate, 
and TiO, while clays exhibited low sorption potential. Precipitation and 
adsorption onto a surface are processes that can simultaneously occur in a 
chemical barrier. The sorption of uranium from groundwater was studied 
in a series of publications (Morrison and Spangler 1992, 1993, Morrison et al. 
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FIGURE 9.8 
Scanning electron microscopic image recorded in backscatter mode (heavy elements appear 
bright) from HAP particles with uranium phosphate crystals (verified by the attached EDX 
system). (From Simon, F.G., Biermann, V. and Peplinski, B. 2008. Applied Geochemistry 23(8), 
2137-2145.) 


1995). Surface site complexation can be described by different models with or 
without electrostatic influence on charged surfaces (Allison et al. 1991). With 
SOH as a notation for a surface site, the adsorption reaction of uranium onto 
ferric oxyhydroxide as sorbent can be written as follows: 


SOH + UO? + 3H;O 2 SOH - UO,(OH); + 2H* (9.12) 


Sorption, rather than precipitation, depends strongly on pH. If several con- 
taminants should be removed from the groundwater, an optimum pH for 
operation of the barrier is needed. This is difficult to achieve for uranium in 
the presence of molybdenum because the latter is mobile at pH values above 
8 while uranium exhibits low mobility (Morrison and Spangler 1993). The 
distribution coefficient K4 of uranium at different pH values in various soils 
is displayed in Figure 99 (Office of Radiation and Indoor Air and Office of 
Environmental Restoration 1999). K, is defined as the ratio of mass of adsor- 
bate sorbed (mg/kg) to mass of adsorbate in solution (mg/L). High Ką values 
(1/kg) were derived from adsorption experiments with ferric oxyhydroxide 
and kaolinite, low values from those with quartz which has low adsorptive 
properties. The pH dependence arises from surface charge properties of the 
soil and from the complex aqueous speciation of U(VI). 
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FIGURE 9.9 
Distribution coefficient K, of uranium as a function of pH. 


9.2.2 Remediation by Biomineralization 


Reducing conditions or conditions leading to precipitation of metals or radio- 
nuclides from groundwater can also be established by natural processes that 
are, in principle, similar for all metals and radionuclides; in the following, 
the sequence is described for uranium (Kalin et al. 2004). In a first step, ura- 
nium is associated with organic material (e.g., plants, algae, or microbes). 
This can occur via adsorption, active cellular uptake, or bioprecipitation. 
Microorganisms are able to adsorb uranium from solution. For Pseudomonas, 
the distribution coefficient K, was found to be above 8000 (Sar and D'Souza 
2001) and for Aspergillus fumigatus around 10,000 (Bhainsa and D'Souza 1999). 
This is comparable to adsorption on soils at pH values from 5 to 7 (see Figure 
99). Uranium can also be actively taken up into the cells although the radius 
of uranium is comparably high (Lloyd and Macaskie 2002). Bioprecipitation 
may take place outside or inside the cells. Sparingly soluble metal hydrox- 
ides, carbonates, sulfides, or phosphates may be formed (Kalin et al. 2004). 
Then, sedimentation of the associated structures occurs. Finally, biominer- 
alization takes place by the provision of conditions with low redox poten- 
tial in the sediments with metal-reducing microbial populations. In these 
anaerobic sediments uranium remains stable and no redistribution occurs 
for millennia (Edgington et al. 1996). Possible interactions of radionuclides 
with microorganisms are summarized in Figure 9.10. 

In natural and constructed wetlands biomineralization processes are 
responsible for the removal of uranium (Schóner et al. 2009) and other radio- 
nuclides like radium or heavy metals like arsenic (Groudev et al. 2008). 
Seasonal and hydrological fluctuation in wetlands may have an influence on 
the long-term performance regarding pollutant removal and could lead to 
remobilization. However, evidence exists that sediment aging leads to more 
stable immobilization (Schóner et al. 2009). 
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FIGURE 9.10 

Radionuclide interactions with microorganisms. (Adapted from Interactions of Microorganisms 
with Radionuclides, Lloyd, J.R. and Macaskie, L.E., Biochemical basis of microbe-radionuclide 
interactions, 313-342, Copyright 2002, with permission from Elsevier.) 


9.3 Construction Methods of PRBs 


First, cut-off wall construction techniques were applied to PRBs. Single- 
and two-phase diaphragm walls, bored-pile walls, jet grouting, thin walls, 
sheet-pile walls, driven cutoff walls, injection, and frozen walls are the most 
common cutoff wall alternatives. To date, in addition to using cutoff wall 
construction methods, an increasing number of innovative techniques are 
being used to construct PRBs such as: drilling methods; deep-soil mixing; 
high-pressure jet technology; injected systems; column and well arrays; deep 
aquifer remediation tools (DART); and hydraulic fracturing and biobarriers. 
The main configurations of PRBs are 


e Continuous reactive barriers 
e Funnel-and-gate systems 

e Arrays of wells 

* Injected systems 


The basic performance requirements for a reactive zone within a PRB are 
(Beitinger and Bütow 1997, Smyth et al. 1997, Beitinger 1998) 


* Replaceability of the reactive materials 
* Higher permeability than the surrounding reservoir 
* Stability against fines washed into barriers from the surrounding 
soil 
* Long life-span 
The selection of the construction technique mainly depends on site charac- 
teristics (Gavaskar 1999), for example, 
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* Depth (the most important factor): increasing depth requires more 
specialized equipment, longer construction times, and is accompa- 
nied by higher costs 


* Geotechnical considerations: soil/rock strength and presence of 
obstacles 


* Soil excavation: handling and disposal of (contaminated) soil 


* Health and safety during construction (entry of personnel into 
excavations) 


The design of PRBs, as with any other technology, should meet the require- 
ments of the best available technique (BAT). In most cases, it may be advanta- 
geous to develop a reliable conceptual site model and to perform pumping 
and treatability tests. The conceptual design report should include the fol- 
lowing information (Beitinger 2002): 


* Theamount and type of any emissions from the remediation scheme 
and details of any emission control measures 


* The volume and quality of any discharge or re-infiltration of treated 
groundwater 


* The power consumption (electricity, fuels, etc.) 


* A description of any waste streams generated, and details of their 
disposal 


* Quantification of any material inputs, such as GAC, lime, and so on 
* The remediation target levels 

* The anticipated overall efficiency 

* The anticipated maintenance requirements (manpower, parts) 

* The monitoring requirements 


* A detailed cost estimate (including the capital costs, construction 
costs, operating costs, and decommissioning costs) 


* A detailed health and safety evaluation of the project 


9.4 Electrochemical Remediation 


Technologies used to remediate contaminated soils, sediments, and ground- 
water based on physicochemical, thermal, and biological principles are 
often costly, energy-intensive, ineffective, and create adverse environmental 
impacts (Sharma and Reddy 2004). Low permeability and heterogeneities in 
the layers and contaminant mixtures very often result in poor remediation 
results. Electrochemical remediation is a promising approach in difficult site 
conditions and has been extensively researched worldwide. 
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To implement an electrochemical technology, first wells are drilled around 
the contaminated region. Electrodes are installed in the wells and a low 
direct current or low potential gradient is applied to the electrodes (Reddy 
and Cameselle 2009). The generated electric field induces several transport, 
transfer, and transformation processes moving the contaminants to the elec- 
trodes where they can be removed. Also, the contaminants may be immo- 
bilized or degraded within the contaminated site. Other terms used for 
electrochemical remediation include electrokinetics, electrokinetic remediation, 
electroremediation, electroreclamation, and so on. If only water is used around 
the electrodes, the process is called unenhanced electrochemical remedia- 
tion. Enhanced electrochemical remediation uses conditioning solutions and 
ion exchange membranes. 

Key advantages of electrochemical remediation are 


* Flexibility in terms of choosing ex situ or in situ 

* Applicability to low-permeability and heterogeneous layers (clay, 
silt, loess, etc.) 

* Both saturated and unsaturated soils can be treated 

* Heavy metals, radionuclides, organic contaminants, and their mix- 
tures can be treated 

e It can be integrated into conventional systems 


The complex character of the transport, transfer, and transformation pro- 
cesses and the influence of buffer capacity, mineralogy, organic matter con- 
tent, geochemistry soil-contaminant interactions and heterogeneity on the 
efficacy require extensive investigations in the design phase. All this is nec- 
essary to guarantee successful implementation of electrochemical remedia- 
tion technologies. 


9.4.1 Electrochemical Processes 


The fundamental transport mechanisms caused by an electric field are 
(Gregolec et al. 2005) 


* Electromigration (transport of charged ions or ion complexes in 
solution) 

* Electroosmosis (movement of liquid relative to a charged stationary 
surface) 

* Electrophoresis (movement of charged particles relative to a station- 
ary fluid) 


Electromigration and electroosmosis occur in fine-grained soils, electro- 
migration and electrophoresis are dominant in coarse-grained soils. 
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In addition to mass transport processes, chemical reactions take place at 
the electrodes. The principal electrode reaction observed is the electrolysis 
of water. At the anode, water is oxidized and oxygen gas and hydrogen ions 
are generated: 


2H;O => Ox gas) + 4H t Ae EI = — 1.229V (9.13) 


At the cathode, water is reduced and hydrogen gas and hydroxide ions are 
produced: 


4H;O + Ae" — 2Hoígas) + OH E” = — 0.828V (9.14) 


This means that acid is produced at the anode; thus, pH is reduced and 
alkaline solution is produced at the cathode, that is, pH is increased. H* ions 
leaving the anode and OF ions leaving the cathode change pH of the soil 
considerably (Acar and Alshawabkeh 1993). 


9.4.2 Removal of Radionuclides 


Improper handling of nuclear wastes and spent fuel, activities at nuclear fuel 
production plants and nuclear waste processing plants, accidents involving 
nuclear materials, especially those in nuclear reactors, and nuclear weapons 
tests have caused severe contamination to the soil and groundwater on a 
number of occasions (Korolev 2009). Radionuclides may enter the soil and/ 
or groundwater during storage, transport, and use of nuclear fuel and waste. 
Before being abolished, nuclear tests were a major source of nuclear contami- 
nation. The most serious contaminations have been caused by the isotopes 
Co, %Sr, MY, Ru, 137Cs, Ce, Pm, 28Pu, 23°Pu, 4°Pu, and 226Ra. The sever- 
ity of contamination is largely determined by the toxicity of the radioactive 
elements involved (Table 9.3). 

Most soil decontamination technologies used are based on flushing soils 
with various chemicals, chemical leaching, and selective extraction of radio- 
nuclides. The main advantage of the new electrokinetic technique is that it 
can be applied in situ to soils of low filtration ability. 

Another advantage of electrokinetic techniques is that they easily can be 
integrated (coupled) with other technologies promoting their advantageous 
features by synergistic effects and suppressing their shortcomings. Such 
integrated technologies include 


e Electrokinetic biobarriers 

e Electrolytic reactive barriers 

e Electrokinetic-PRBs 

* Electrokinetic-chemical oxidation/reduction 
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TABLE 9.3 

Toxicity of Radioactive Elements 

Degree of Toxicity Radioactive Element 

Extremely high 210pp, 210po, 26Ra, 29TH Th, 2U, 237Np, 238Py, 29Pu, 201 Am, Cm 

High Sr, Ru, 124Sb, 1267, 1291, Ce, 170Tm, 210Bj, 223Ra, 224Ra, 221 24Th, 200, 
230, 241, 2350, Ru 

Medium 2Na, “Na, P, 555, 5C], Mn, Mn,” Fe, Co, *Br, °Sr, Y, Y, °Nb, *Zr, 
105Ru, 125Sb, 132], 1337, 134], Cs, ICs, “Ce, 1Tm, 203Pb, 206Bj, 21Th, Np 

Moderate HC, CL, Fe, “Cu, 9Zn, Ge, 97Zr, Cs, 96Cs 

Low 3H 


Source: Korolev, V.A.: Electrochemical Remediation Technologies for Polluted Soils, Sediments and 
Groundwater. 127-135. 2009. Copyright Wiley-VCH Verlag GmbH & Co. KGaA. 


Electrokinetic-bioremediation 


Electrokinetic-phytoremediation 


Electrokinetic-stabilization 


Electrokinetic-thermal treatment 


Most of the integrated methods have been tested for the removal of 
organic contaminants, but a few of them, especially electrokinetic-PRBs, 
electrokinetic-phytoremediation, and electrokinetic-stabilization proved 
efficient for the remediation of sites contaminated with heavy metals. 
The combined techniques may enhance kinetics of the reactions, elimi- 
nate clogging due to mineral precipitation, and increase desorption, thus 
improving the long-term performance. Another future-oriented aspect is 
the use of nanomaterials. Research into these coupled technologies is at 
an early stage and additional work is needed to exploit their potential for 
remediation. 


ra o SeSe 


9.5 Outlook 


Contaminations with radionuclides stem from nuclear weapons test- 
ing, nuclear accidents, and the legacy of uranium mining and processing. 
Contaminated sites can be found all over the world. Remediation methods 
comprise physical, chemical, and biological processes. The limiting factor 
for remediation is often not the lack of applicable technologies but economic 
reasons (Zhu and Chen 2009). Therefore, the development of environmen- 
tally friendly, economical, and efficient remediation processes are the future 
challenges for scientists and engineers. There is a need for further research 
into the mechanisms of passive physicochemical and biological methods. 
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However, the technical feasibility of these processes has already been dem- 
onstrated under field and large-scale conditions. 

PRBs have shown good removal efficiencies for heavy metals and radionu- 
clides. The cleanup of contaminated water bodies, especially river and lake 
beds, is still an unsolved problem after radioactive contamination. The appli- 
cation of passive remediation technologies like PRBs and most biological in 
situ processes, require reliable monitoring systems to ensure that remedia- 
tion goals can be reached. The development of new and innovative sensor 
systems is therefore also indispensable. 
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10.1 Introduction to Reactive Gas Barriers and Zones 


Following a decade of investigation and field-scale testing, reactive gas bar- 
riers and zones (RGBZ or gas permeable reactive barriers [PRBs]) have been 
introduced as a state-of-the-art remediation technology for both organic and 
inorganic contaminants in the groundwater zone. 

RGBZ technology is sustainable and can achieve long term and stable 
attenuation of the negative impacts of these contaminants on groundwa- 
ter bodies and flow. It requires a modest initial investment and operational 
costs are very competitive with other alternatives. In addition, RGBZ con- 
sumes minimal resources (e.g., energy, materials, land, and manpower). 
Both the operational risks and risks to human health/and the environmen- 
tal are low. The RGBZ technology has demonstrated a high efficiency in 
stimulating the intended transformation and exchange processes, while at 
the same time showing a low sensitivity to temporal changing geohydraulic 
and geobiochemical conditions. 

Gas PRBs can be implemented as a stand-alone technology; they are also 
suitable for treatment train applications, which are used to treat complex 
contaminants (Figure 10.1). There are three basic application methods: 


1. In situ gas reactors can operate as full-section gas PRBs (reactive 
walls) to prevent the breakthrough of contaminated groundwater 
into a sensible object that is being protected. These are typically 
used to limit plume propagation or to avoid juridical implications 
with respect to downstream land owners. 


2. In situ gas reactors can operate as pre- and posttreatment zones for 
lumped reactive barriers (e.g., funnel and gate, grain, and gate) or 
treatment trains. Pretreatment is defined as the conditioning of a 
lumped stream of contaminated water (e.g., to remove iron) to guar- 
antee the best technical performance of subsequent treatment steps 
(Kassahun et al., 2005). Posttreatment is a polishing step following 
the removal of the main contaminant mass. For this treatment to 
be optimal, downstream natural attenuation of some remaining or 
previously inaccessible compounds needs to be stimulated. 


3. In situ gas reactors can also operate as reactive gas zones in cases 
where the objective is to lower the state of damage of a sensible 
subsurface domain (site decontamination). Reactive gas zones then 
act as retention or buffering regions against natural dynamic flow 
changes (e.g., coupled aquifers to river systems), impacts from the 
top soil (e.g., contaminated overburden or dumps) or from nearby 
applications of invasive technologies (e.g, construction or mining 
activities). 
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FIGURE 10.1 

Technology application variants for RGBZ. (a) Stand-alone full-section gas PRB with sequential 
reactive zones (patent EP 1550519 “BIOXWAND”). (b) Pre/postreactive gas zones of a drain 
and gate treatment train for complex groundwater and subsurface decontamination (patent 
DE 10310986 "GFladags"). 


The methods of RGBZ operation used in this research are direct gas injec- 
tion (DGI) and application options for low-pressure (NDI) and high-pressure 
injections (HDI), which are discussed. It is noted that the term “sparging” is 
not used for RGBZ applications, as it is linked to applications that generate a 
gas which escapes from the groundwater zone and strips groundwater con- 
taminants. Biodegradation is only an additional effect of sparging; a soil gas 
extraction and treatment system is needed. 

The RGBZ technology has been approved by German Environmental 
authorities (ITVA, 2010) and additional applications in regard to enhanced 
natural attenuation (ENA) are anticipated. 
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Gas PRB instrumentation can be installed with minimal effort. Only a lim- 
ited number of small diameter vertical perforations are needed, and sequen- 
tial reactive zones can be formed in undisturbed geologic structures. In this 
way, the invasive effects of groundwater flow are minimized and the RGBZ 
operates as a hydraulically passive technology. The injection and propaga- 
tion of a gaseous mixed phase in the subsurface is performed using control- 
lable 3D gas flow networks. Reactants are temporarily stored in trapped gas 
clusters in the porous matrix adjacent to adsorbed contaminants and bio- 
films, and the delivery of gaseous reactants into the groundwater flow can be 
adjusted by controlling the partial pressures of gas components. 

Similar to other in situ technologies, RGBZ are strongly dependent on the 
hydrogeological domain, described by the porous rock or sediment, ground- 
water flow, and migration properties. RGBZ are additionally dependent on 
the pneumatic or gas flow characteristics of the subsurface. Thus, the man- 
agement of a complex heterogeneous multiphase multicomponent flow and 
migration domain demands that the engineer who is planning and applying 
the RGBZ displays a high level of professionalism. 

RGBZ are ideally applied in horizontal multiple-layered sediment forma- 
tions of nonuniform fine- to coarse-grained sands and fine gravels. Depths 
to 50 m below the ground surface are accessible without the use of heavy 
drilling techniques. Enclosed finer texture lenses or thin layers do not limit 
the application of RGBZ, as they are typically not continuously shaped and 
contain weak zones of gas-available threshold pressures. A time scale of 1-3 
years is required to complete a stable formation of a gas PRB. The horizon- 
tal scale needed for a gas storage domain depends on the geological struc- 
ture. In the direction of groundwater flow, it is typically in the same order of 
magnitude as the saturated thickness of the aquifer. Stimulation of intrinsic 
microorganisms can be achieved when a suitable environment is established 
(redox, pH) and dominant electron acceptors or donors for the biodegrada- 
tion of groundwater soluble contaminants are supplied. Variable zones of 
redox potential can be induced by sequential reactors (Figure 10.1) or rate 
controlled and time-variable gas injections. Products of precipitation reac- 
tions (e.g., iron or manganese oxidation or pH-induced instability of carbon- 
ate) do not put the long-term operation of the RGBZ at risk. The well-known 
effects of bypassing or channelling groundwater flow due to gas clogging 
can also be monitored and controlled. 

The most common RGBZ application uses atmospheric air and pure oxy- 
gen gas or its mixture to supply electron acceptors for aerobic biodegrada- 
tion. Luckner (2001) reviewed the potentially available gaseous reactants 
and their impacts on biodegradation. Noble gases such as He, Ar, Ne, and 
SF, are used as tracers (Weber, 2007). Electron donor supply due to methane 
(Zittwitz and Gerhardt, 2006) and hydrogen gas (Bilek and Wagner, 2009) 
injection have been tested for in situ stimulation of cometabolic CHC deg- 
radation and autotrophic sulfate reduction. In situ iron removal can also be 
forced by oxygen and ammonia gas applications. 
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Due to insufficient gas storage capabilities, fissured rock domains and 
unconfined aquifers with a saturated thickness less than 3-5 m are less suit- 
able for gas PRB applications. In addition to the geological domain, the type 
and complexity of the limiting reactants for in situ transformations, and the 
ability to deliver them by gas flow can also impose restrictions. A stand- 
alone RGBZ is unable to provide vital nutrients (e.g., available phosphorous 
or trace metals) where they may be deficient. A gas injection-based method 
to support the natural buffering capability of a subsurface domain against 
high proton production is still needed. 

Care must be exercised when transformation of high volatility migrants 
(e.g., chlorinated ethenes or short-chained aliphatics) is intended. These sub- 
stances can be enriched and stored in gas clusters, and even in cases where 
gases are not allowed to be stripped from the groundwater zone, the sub- 
stances may become less accessible to biofilms. The presence of nonaqueous 
phase liquids (NAPLs) will lower the gas storage capability, because residual 
NAPL blobs occupy the same pore space portions; additional impacts are 
changes in the wettability or emulsifications. Toxic concentrations of con- 
taminants, but also unfavorable environmental conditions (e.g., sulfide or 
pH) in the vicinity of NAPL are frequently reported. 

Furthermore, the availability of sufficient time and space to achieve the 
given protection or remediation goals can limit the application of RGBZ. 


10.2 Gas-Water-Dynamics in the Groundwater Environment 
10.2.1 Basic Phenomena 


Gas flow transport phenomena, capillary gas storage, or entrapment and 
mass transfer between the water and gas phases have been evaluated at both 
pore and field scales. Gas-water displacement and mass transfer due to gas 
injection in a water-saturated subsurface domains occur in a different man- 
ner to that in the unsaturated soil zone (Figure 10.2). 

The transport of a nonwetting gas phase in groundwater environments is 
mainly driven by pneumatic pressure, capillary, and buoyancy forces. The 
pneumatic pressure gradient has to overcome the hydraulic pressure head at 
the injection point, an additional capillary entry pressure required to open a 
gas channel network, a pneumatic flow resistance that is formed by friction at 
nonrigid moving gas-water interfaces, and pressure-dependent gas viscosity 
(Geistlinger et al., 2006). With increasing distance from the injection point, gas 
volume portions become disconnected due to a decrease of pneumatic pres- 
sure, and pore trapping forms incoherent gas bubbles and clusters. Due to 
the heterogeneous layered nature of sediment domains, bubbly flow in gravel 
structures or channelling flow in fine-grained media cannot hold for larger 
distances (Brooks et al., 1999). The propagation of gas clusters is commonly 
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FIGURE 10.2 

Basic gas flow types for bench scale direct gas injection in water saturated porous media. Left: 
incoherent bubbly flow in coarse sand (gas clusters), right: coherent channelized gas flow (vis- 
cous fingering). (Geistlinger, H. 2010: Model supported high pressure pulsed Gas Injection 
(HDI) for in situ Remediation of contaminated Aquifers: Laboratory scale Experiments and 
Computer Simulations for Optimization of the Technology. Report Nr. KF0011010SB7-2, 
Helmholtz-Centre for Environmental Research UFZ, 63 p. (in German).) 


reported in field applications. These clusters are unstable gas-filled bodies 
with a magnitude in the order of several pore and solid particle diameters. 
Their bulk gas pressure can change due to mass transfer and they cannot 
equilibrate the variable capillary forces at their total water interfaces. Gas clus- 
ters are moved upward by buoyancy forces and they are laterally spread by 
pneumatic cluster displacement when gas is injected. This behavior is defined 
as pervasive gas flow. Gas propagation stops when the threshold pressure of 
a given sediment or rock layer cannot be overcome. Following the cessation 
of propagation, high local gas accumulations and highly coherent gas satura- 
tions can be present. This bulk or geological trapping can form reliable gas 
storage zones, and groundwater conductivity can be lowered significantly. 

When applying the low-pressure NDI method to natural consolidated 
sediments, matrix and pore restructuring does not occur. Multiphase flow 
characteristics of the sediments remain stable over a large range of total 
mechanical stress (Giese et al., 2003). The high-pressure method HDI focuses 
pneumatic sediment cracking in the vicinity of the injection point. In addi- 
tion, local structure reorganization is needed to generate preferential flow 
paths for gas pulse propagation. 


10.2.2 Example Test Facilities 


A pore to bench scale gravimetric-optical measurement system (Figure 10.3) 
was developed using coupled cameras to detect overall gas saturations (sta- 
tionary camera) and local moving gas bubbles or clusters (dynamic camera) 
in a 2D acrylic glass chamber (0.40 m x 0.45 m x 0.01 m). The system allows 
for a high resolution in time and space and for simultaneous observations of 
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FIGURE 10.3 

Test devices and sites for DGI studies. Upper left: gravimetric-optical system. (Geistlinger et 
al. 2006: Direct Gas Injection into glass beads: Transition from incoherent to coherent gas flow 
pattern. Water Res. Research, 42, paper W07408, 12 p.) Upper right: pressurized rotatable column 
with gravimetric balancing system, bottom image: field-scale test site BIOXWAND. 


pore to local scale phenomena (10-107 m). Uniform sand fractions and glass 
beads were used as sediments and effective mechanical stress is induced by 
hydraulic pressure being applied to a rear-side membrane and an overbur- 
den or gravimetric load (leaden spheres). A gravimetric phase balancing sys- 
tem was installed for saturation measurements. 

A bench to pilot scale research test site for gas-based remediation techniques 
was installed at the Dresden Groundwater Centre (Figure 10.3). Test col- 
umns and tanks (0.3 m-3.0 m in diameter) were used to evaluate the effec- 
tive parameters for gas injection, storage, and dissolution for upscaling to 
field applications (Weber, 2007). The test devices operated under near-to-field 
conditions. 1D and 3D total stress and system pressures of 300 kPa (using 
a 20 m column of water) were applied to the columns and tanks. The tem- 
perature of the system was set at 10-15?C, which are temperatures typical 
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of groundwater. Multiphase water and gas flow interactions were studied 
using parallel flow, counterflow, and cross-flow (horizontal, vertical). A 
phase balancing system runs under system pressure conditions. A 2D tank 
test device was used for imaging and the bulk estimation of trapped gas 
lenses in layered sediment formations. The influence of gas trapping to a 
stationary groundwater flow was evaluated using in situ sensor arrays and 
noninvasive geophysical gas monitoring systems (e.g., geoelectric-induced 
polarization) as discussed in Boerner et al. (1996). Bulk parameters for the 
field-scale NDI application were preliminary estimated by pilot scale testing. 

Typical gas injection rates for the bench to pilot scale testing of the NDI 
were 10-10 m3/h STP, and the flow sections ranged from 10? to 107 n. 

Field-scale research test sites (up to 500 m? of treatment area and 5-50 m 
in depths) were operated by the Berlin Water Company (Figure 10.3) and 
the Helmholtz-Centre for Environmental Research UFZ. Several field-scale 
test applications were run with DGI technology (NDI and HDI methods) 
in sediment environments. There was also an application of NDI in fis- 
sured sandstone bedrock (Schinke, 2008). The field sites were equipped 
with conventional and state-of-the-art injection and monitoring techniques, 
and high-resolution site investigations were performed. From these field- 
scale tests, best available technologies and strategies for site characteriza- 
tion, injection, and monitoring system operation, and control of RGBZ were 
derived (Ehbrecht and Luckner, 2004; Beckmann et al., 2007). An integral 
balancing algorithm for gas injection and biodegradation and a tracer test 
method using noble gases was also developed. 

Typical gas injection rates for the field-scale testing of NDI were 
1 x 107 - 2.5 x 10° m?/h STP and the flow sections ranged from 10! to 10? m?. 


10.2.3 Gas Injection and Gas-Water Displacement 


There is a difference in the gas-water-displacement effects of low pressure 
(NDI) and high pressure (HDI) DGI methods. In particular, the effects of 
interest are the injection pressure gradient, gas injection rate, and apparent 
gas propagation velocity. 

In the NDI system, the placement or mixing of a low amount of immobile 
(gaseous) reactants in a natural groundwater flow and their dissolution are 
typical of full-section PRBs. Following this, the desired in situ reactions 
occur in downstream aquifer regions. In addition, a stationary gas chan- 
nel network is typically formed. The same gas flow paths are used mul- 
tiple times, even when a pulsed injection is applied. The density of a gas 
channel network and the volume of gas clusters are functions of texture 
in homogeneous sediment regions. The coarser the material, the lower the 
gas network density; however, the mean dimension of moving gas clus- 
ters is higher. Typical cluster diameters in the order of «2 mm in fine- and 
nonuniform-grained sands and >20 mm in coarser sands bubbly clusters 
have been reported (Weber, 2007). 
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A natural groundwater domain is characterized by multiple gas transport 
barriers caused by the horizontal layering and compaction of sediments. 
The transport of gas clusters is highly sensitive to these structures and 
heterogeneities. Gas accumulation occurs, and regions of coherent mobile 
gas saturations can result. These structures must be explored during a gas- 
hydrogeological surveying. 

There is a weak interaction between gas and water flow during NDI; per- 
vasive and bubbly gas propagations facilitate the simultaneous use of mac- 
ropore structures for water and gas flow. There is some rearrangement of 
the path of water flow during gas injection due to local gas accumulation 
in capture zones. Subsequent conductivity changes are limited to the local 
scale and a degree of homogenization of the water flow can be achieved by 
temporary clogging of coarser high-permeability zones. 

An effective displacement of mobile water by mobile gas in a near flow 
region is induced using HDI. The displacement results from high-gradient, 
high-frequency pulses with injection periods in the range of seconds to min- 
utes. HDI is applied when source zone or soil matrix decontamination is 
required and it has been used in combination with NDI (NDI-HDI) for local 
gas storage homogenization in the large scale BOXWAND application. HDI 
has reported to cause more significant changes to groundwater flow in terms 
of flow direction, velocity, and dispersivity (Selker et al., 2007; Geistlinger 
et al., 2006). Applications in bedrock and other low permeable environments 
(e.g, sandstone structures or silt barriers) may generate gas accessible pore 
networks. 

There is evidence from field-scale gas tracer applications that the mutual 
displacement of gas flow networks can occur during simultaneous injection 
at locally distributed lances (Uhlig, 2010 and Schinke, 2008). The effect can 
be explained by applying the pervasive gas flow concept of moving incoher- 
ent clusters where effective mixing of cluster flow paths is not possible. The 
practical outcome is that the determination of the ROI of an array of gas 
lances must be performed by complex lance array testing. 


10.2.4 Gas Propagation and Storage 


Gas storage in aquifers mainly appears as either mobile gas capturing or 
accumulation below geological barriers or the residual pore-trapping of gas 
clusters. Gas saturation (volume of gas per volume of pore space) is used to 
characterize storage. 

During NDI in sandy sediments, typical gas saturations are 170—576 for 
residual gas, 576-1076 for mobile gas (during injection periods), and greater 
than 1576 for mobile gas capture zones (Weber, 2007 and Engelmann et al., 
2010). Texture and mechanical stress only exert minor influences on these 
means of gas saturation. It has been reported that pervasive incoherent 
cluster flow can occupy a denser pore channel network than coherent flow 
over large distances, and can be maintained for hours after gas injection has 
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ceased. It can also lead to redistribution of subsurface gas storage. Effective 
pervasive gas propagation is in the range of 107-1071 m/h. 

When applying HDI, local increases in, as well as the homogenization of, 
gas saturation are induced in a near region with an ROI «3 m (Geistlinger, 
2010). In this case, gases can be effectively supplied to the bottom zone of 
an aquifer (which is of special interest in unconfined aquifers), and when a 
density-driven plume propagation is under consideration (e.g., a dissolved 
CHC plume). With increasing distance and due to gas viscosity and com- 
pressibility characteristics, the HDI injection pressure transforms almost 
completely into high gas propagation velocities in coherent channelized net- 
works. There is no additional gas saturation effect of HDI at greater distances 
from the injection point and the effective gas propagation of channelized 
flow is of 21 x 10? m/h. A wide velocity range indicates the instability of this 
transport behavior with a few dominating macroflow paths. 

Figure 10.4 and Table 10.1 summarize the current knowledge of gas storage 
and propagation phenomena during DGI into sediments in the groundwa- 
ter zone. Assuming an injection area of 10? m? for bench scale testing and 
10! m? for field applications, observed injection pressures and gas propaga- 
tion velocities during rate controlled field testing of NDI and HDI (Weber, 
2007, Geistlinger, 2010 and Zittwitz et al., 2012) are very similar. The gas injec- 
tion pressure difference due to the hydrostatic level typically increases dur- 
ing NDI from «5 x 10? kPa to 3 x 10! kPa when the injection rate is increased 
from 0.5 to 2.5 m?/h STP. This indicates a change to channelized flow and a 
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Gas flow classification scheme of bench to field-scale DGI. (Adapted from Geistlinger, H. et al. 
2006: Water Res. Research. 42, paper W07403, 12 p.; basic scheme and data from bench scale 
testing.) 
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TABLE 10.1 
Field Parameters for NDI and HDI Gas Injection (Sandy to Gravel Sediments) 
Mean 
Pressure Flow Rate Propagation 
Difference at (STP) at Velocity over Flow Type/ Injection 
Injection Point Injection Point ROI Type, Frequency 

Apip (kPa) Qu (m?/h) Vg ROI (m/h) ni 
NDI, «30 «1.0 0.01-0.1 Pervasive or bubbly/ 
low continuous or pulsed f < 1/d 
NDI, 30-100 1.0-3.5 0.1-10.0 Channelized or bubbly / 
high pulsed f « 1/h 
HDI 2300 25 25.0 Channelized or bubbly / 


pulsed f » 1/min 


subsequent higher gas propagation is observed. It is noted that Figure 10.4 
is somewhat similar to the findings of Wang et al., (1998) who analyzed the 
flow instability of immiscible displacement in the vadose zone during water 
and NAPL infiltration. 

High gas saturation can be achieved using surfactant enhanced NDI (Giese 
and Reimann, 2003). Foam formation will lower the gas propagation veloc- 
ity and the mass transfer coefficient and gas stripping can be completely 
avoided. There is evidence of a reliable mass transport of dispersed solid 
substances (e.g, bacteria, nutrients) through sediments by gas-in-water- 
foams pilot scale. Using surfactants, a complete local drainage of pore space 
can be induced, enabling up to 70% of gas saturation. Surfactant-enhanced 
NDI is difficult to control under field-scale conditions and is still being 
investigated. Potential applications of induced pH buffering and in situ gas- 
induced impermeable walls to optimize dewatering of construction pits are 
also currently being investigated. 


10.2.5 Gas Dissolution and Degassing 


The dissolution of gaseous components from a trapped gas phase into ground- 
water flow has been investigated using pore- to field-scale test facilities 
(Figure 10.3). Conceptually, it is understood to be a bidirectional kinetic mul- 
ticomponent mass transfer of moving gas—water interfaces of multisphere 
gas clusters. This leads to bubbles shrinking or growing (variable volume 
model) and subsequently to dynamic interface areas and partial pressures 
of gaseous compounds. Heterogeneous gas saturation at field scales can be 
taken into account through coupling the multisphere distribution to a hydro- 
geological (e.g., water flow velocities) or geometrical (e.g., pore sizes) distri- 
bution function (Geistlinger et al., 2005). 

Mass transfer is driven by partial pressure gradients of gaseous compounds 
in groundwater flow. A primary problem is the determination of an effective 
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mass transfer coefficient and its scale dependency (Luckner and Schestakov, 
1991). Estimation of active gas—water interface areas and water diffusion 
lengths are also needed. Estimates of hydraulic conductivity changes due 
to residual gas storage cannot easily be derived from well-known functions 
of vadose zone modeling due to the nature of gas-water-displacement near 
saturation (Giese, 2012). 

A lot of experimental and modeling work to determine the mass transfer 
coefficients at the pore to bench scale has previously been reported; an over- 
view of this work is presented in Geistlinger et al. (2005). Best practice scalable 
mass transfer calculations take into account the dimensionless numbers: the 
Peclet number (Pe: relates water flow velocity to diffusion), Sherwood num- 
ber (Sh: relates mass transfer to Pe), and Damkoehler number (Da: relates 
hydraulic resistance to mass transfer times). State-of-the-art modeling tech- 
niques were tested and further developed, and field-scale modeling capabili- 
ties of multiphase multicomponent reactive transports were demonstrated 
for operation control of RGBZ (Horner et al., 2009, Geistlinger, 2010, Weber 
et al., 2013) using adapted codes of PHT3D, TOUGH2, and MIN3P. It has been 
reported that for the practical purposes of RGBZ control, first-order transfer 
functions can be applied to residual gas dissolution. 

Balanced experimental data sets (Geistlinger et al, 2006; Weber, 2007, 
Ehbrecht and Luckner, 2004), and field-scale balance and sensing estimates 
(Engelmann, 2010; Ehbrecht and Luckner, 2004, Beckmann et al., 2007) are 
available for pure oxygen gas dissolution. Residual oxygen gas saturations 
of 2%-4% in sandy sediments can completely dissolve when 2-3 pore vol- 
umes of gas-free groundwater have passed. This measure is used in practice 
to periodically reload storage zones of the PRB BIOXWAND. Mass transfer 
rates decrease when inert gases are present (e.g., during air injection or in 
presence of high-dissolved nitrogen concentrations in natural groundwater). 

Degassing in conjunction with DGI is defined as the reduction of gas 
caused by gas stripping and/or diffusive degassing from groundwater. 
Stripping occurs as a bulk gas escape (buoyancy and convection driven) 
of mobile gas clusters reaching the phreatic groundwater surface and cap- 
illary fringe. A multicomponent gas volume is injected into the coherent 
gas phase of the vadose zone, and the entire mass of the gas mixture is 
transferred. Mixing in the soil gas is only limited by gas diffusivity and the 
partial pressure gradients of the gaseous components. Stripping may also 
be generated when a gas flow network connects to unsealed technical or 
natural macropores (e.g., boreholes, wells, and other observation installa- 
tions), or natural fissures in overlaying gas barriers. Partitioning of volatile 
compounds such as volatile organic compounds (VOCs) and short-chained 
alkanes to the gas flow and their escape to the soil gas is of concern due to 
safety implications. 

Diffusive degassing of dissolved compounds from groundwater is a sub- 
stance-specific mass transfer through the capillary fringe, and is driven by 
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specific diffusivity and fugacity according to Raoult's law. Flux limitations 
typically arise from dispersivity and fluctuations in groundwater flow. 

Stripping is probably the dominant degassing effect during DGI applica- 
tion; however it is difficult to quantify diffusive degassing due to natural 
soil gas fluctuations. Until recently, sensors for the direct measurement of 
degassing fluxes have not been available. Stripping needs to be limited by 
gas injection control, and should be monitored by soil gas monitoring. Best 
practice for flux estimation includes stationary model-based balancing of 
the gas injection mass, and gas tracer testing (Weber, 2007). Some light gas 
escape in the range of 1076-3076 of the injected mass often can be tolerated 
to ensure a sufficient efficiency of reactant supply to the upper (near-fringe) 
groundwater flow region. If oxygen gas is used, aerobization of the vadose 
zone can be a desired additional treatment effect of immobile soil water and 
of leaches from the topsoil. A low-cost soil venting technique can effectively 
support soil gas mixing and minimize safety implications. 


10.3 Techniques and Devices for RGBZ Formation 
10.3.1 Set of Available Technical Tools 


The first step in the technical implementation of RGBZ is a detailed gas-hydro- 
geological site investigation. In addition, biogeochemical and contamination 
information need to be obtained as part of the investigation. The best practice 
depth-oriented soil core sampling includes low-diameter drilling with liner 
sampling or percussion core probing, and direct push methods including 
CPT, pneumatic percussion, and Sonic? vibration sounding (e.g, Geoprobe*). 
A conceptual gas-hydrogeological site model is required, and can be devel- 
oped using sample analysis and geophysical and hydraulic survey data. Such 
a model is presented in Figure 10.5. Borehole logging can include gamma 
(y-y), neutron (n-n), and electric conductivity logging and thermal and per- 
meability flow metering. Hydraulic and immission pumping and infiltration 
tests can support the establishment of treatment region dimensions. 

RGBZ require specialized gas injection and monitoring methods and 
devices; techniques to efficiently control gas dynamics and their impact on in 
situ transformation processes are also required. The formation and control 
of a homogeneous gas distribution and flow-oriented gas dissolution must 
be enabled, and excessive gas emission from the groundwater zone must be 
avoided. 

A gas injection system consists of four main components: injection lances, 
a gas delivery and mixing station, an injection control system (pressure, flux, 
and time control), and a warning and safety system adapted to the expected 
field gas compositions. 
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An RGBZ monitoring system is comprised of a combination of five ele- 
ments. These are groundwater observation and sampling points or wells, an 
in situ sensing array for detection of the dissolved gas distribution domain, 
a detector set for estimation of pneumatic and hydraulic gas propagation, a 
measurement system to quantify dynamics of gas saturation in the gas stor- 
age zones, and finally, a soil gas composition control system. 

Techniques that can be used to efficiently control the performance of a gas 
PRB and optimize the impact to in situ transformation processes are available 
as an integral mass balancing method for injection gases, and as an algorithm 
for performance optimization. Modeling techniques can be used for the plan- 
ning and evaluation of gas PRB applications. Due to their reactive multiphase 
multicomponent nature, they are normally too complex and the uncertainty 
is too high, rendering them of questionable value as a decision making tool. 


10.3.2 Gas Injection Devices 
10.3.2.1 Gas Lances 


Lances can be installed by drilling and sounding or direct push methods 
(Figure 10.6). A number of technical requirements must be met: (1) prevention 
of ground loosening during installation; (2) high-precision depth-oriented 
positioning of filter elements to 50 m below the surface, including in heavy 
ground penetration conditions; (3) a gas-tight vertical sealing of the injection 


BIL RIL-TypeA  RIL-TypeB,  DIL-TypeB VIL 
DIL-Type A 


FIGURE 10.6 
Variants of injection lance installations for DGI applications. BIL—drilling; RIL—percussion 
sounding; DIL—CPT-based penetration sounding; and VIL—vibration sounding. 
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filter tubing; (4) an appropriate pressure, diffusion, and reaction-resistant cas- 
ing or tubing material; and (5) a gas filter backfill construction that permits 
homogeneous horizontal gas flow coupling to the subsurface layers. 

Drilling Injection Lances (BIL) can be installed in heavy or variable layered 
sediment and bedrock environments using dry and hydraulic drilling using 
diameters «250 mm. There are typically no depth restrictions and multilevel 
injection filters can be positioned in one borehole (Schinke, 2008). The main 
disadvantage is that the extraction of subsurface material up to 2 m in diam- 
eter cannot be avoided (Engelmann et al., 2004). Following the installation 
of lances, the measurement of material extraction during the drilling pro- 
cess and tight grouting of the casing annulus and the loosening zone are 
required, even under bedrock conditions. Special grouting valve casings are 
available for high-pressure injection of sealing suspensions (e.g., bentonite 
clay). Injection volumes must be balanced and controlled, and a multistep 
grouting procedure has to be planned with intermittent testing of the seal- 
ing effect. Care has to be taken during grouting, as undesired clogging of the 
main gas transport layers or gas filters can occur. Suffusion-protected gas fil- 
ter zones are built-up by gravel or coarse sand. Gas injections via multilevel 
filters can be performed using casing packers. 

There are three types of Sounding Injection Lances. During direct-push 
installation, displacement and compaction of the rock material take place, 
and an autosealing effect is gained between the casing and the borehole 
walls. Borehole diameters are approximately 30-80 mm. 

Percussion Sounding Injection Lances (RIL) can be installed in sediments to 
a depth of 10 m using 2-3 in casings (e.g, HDPE) with a filter tip and seal- 
ing packers between the casing segments (Figure 10.6—RIL-type A). The 
casing remains in the borehole and gas injection tubing and gravel fillings 
are placed into the filter zone, which is sealed by a compacted clay layer. In 
addition, sensors and multilevel filters can be installed. RIL are installed in 
medium-compacted sediments using heavy pneumatic percussion tools (e.g., 
Geoprobe®, up to 100 kN). Depths of 30-40 m can be reached, although care 
must be exercised when pushing down a cone tip with fixed injection tubing 
as the milling of soil material can lead to filter sealing or destruction. After 
reaching the planned depth, the hollow casing is drawn back and can be 
used multiple times. An additional hollow drilling auger can help to lower 
the penetration resistance of highly compacted or very coarse layers by pre- 
loosening. High pressure sealing of the borehole can be done during with- 
drawal of the casing (Figure 10.6—RIL-type B). It is recommended that up to 
2 months consolidation time be given for the installed lances before starting 
lance operation, particularly for HDI applications (Engelmann, 2010). 

Continuous hydraulic cone penetration tools (CPT) with up to 200 kN are 
used to install Penetration Injection Lances (DIL). Thinner casing walls allow 
for the installation of larger diameter tubing. The maximum depth is in the 
same magnitude as for RIL and predrilling or stabilizing casings are required 
in heavy soil layers. A filter casing injection lance (Figure 10.6—DIL-type B) 
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can be used multiple times as the CPT is able to withdraw the complete sys- 
tem. There are a number of sensing, additional testing, and sampling tools 
available for both percussion sounding and CPT, which give the advantage 
of flexible multifunctional applications (Dietrich and Leven, 2006). Lances of 
DIL-type B allow for pressure-controlled groundwater sampling, permeabil- 
ity testing, and in situ groundwater screening of dissolved gases. 

High-quality direct push lances can be installed up to 80 m at a moderate 
cost using the Sonic? sounding technology. Vibration Injection Lances (VIL) 
are good alternatives to classical dry drilling in sediment environments in 
terms of depth and core probing, and both multilevel and coupled sensing 
installations are available. Another advantage is grouting and sealing of the 
lances or filters is done by sonic withdrawal of the casings, which results in 
autocompaction and consolidation (Engelmann et al., 2009). VIL lances are 
preferred, even for HDI gas injections. 


10.3.2.2 Gas Supply, Gas Mixing, and Distribution 


Injection gases used in RGBZ include pure gases (e.g., oxygen), or gas mix- 
tures. Air is typically used as a carrier gas to achieve high ROI, and partial 
pressure can be controlled with a few lances and oxygen. Inert trace gases 
(e.g, He, Ar and Ne or reactive gases such as methane and carbon dioxide) 
can be mixed with the injection gas. 

Pure gases are economically stored in pressurized tanks, and additional 
gas compression is not required for injection. Oil-free compressors are used 
for the injection of atmospheric air mixtures, and a postdrying step for com- 
pressed air is necessary. 

Mass flow controllers and flow meters are recommended for the mixing 
and distribution of injection gases as they allow the balancing of injected gas 
amount for each lance. These devices require calibration to the specific gas 
mixtures (Figure 10.7). Pressure meters and magnetic valves enable effective 
gas distribution and dynamic injection intervals. 

Gas injection is performed as either low-pressure (NDI) or pulsed high- 
pressure injection (HDI). Continuous NDI injection is applied in the initial 
formation period for a gas PRB when there is a high demand for reactants 
(e.g., oxygen), and it results in full ROI formation, preconditioning, and pre- 
oxidation of the rock matrix. It can also lead to some emission of gas into the 
unsaturated zone. Constant injection pulses over a few hours are used dur- 
ing a regular RGBZ operation, and these pulses are interrupted by periodic 
break periods. HDI injection consists of high frequency, high-flow rate gas 
pulses in the range of seconds to minutes. Gas breakthrough to the unsatu- 
rated zone is avoided by the time limitation of coherent gas flow periods. 
HDI can be used for formation of local gas storage zones with higher gas 
saturations, and for repairing of clogged gas lances. While a gas supply sys- 
tem for NDI has to resist a total pressure of approximately 500 kPa, an HDI 
supply system (including lances) needs to be operated at 21000 kPa. 
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FIGURE 10.7 

Technical equipment used for DGI (left to right): Gas compressor or blower; pressurized or 
liquid gas tank; and gas injection and mixing station. (From Schmolke, L.P. et al. 2007: Proc. 
Dresden Groundwater Research Centre, Nr. 31, pp. 135-146 (in German).) 


10.3.2.3 Safety Precautions 


The materials used in the gas supply system have to be chosen in accordance 
with the reactive gases used. Also, technical precautions for pressurized 
systems need to be taken into account. Leaks in the gas supply system can 
be automatically monitored using gas-specific sensors, pressure transduc- 
ers, and smoke detectors. Limiting access, remote control systems, and an 
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automatic off switch are needed for the gas tanks and supply system. When 
dealing with volatile hazardous contaminants or potentially explosive gas 
mixtures, gas warning devices and a soil gas venting system are required. 


10.3.3 Monitoring Devices 


The main functions of a RGBZ monitoring system are: (1) the detection of 
gas emissions at geological weak points, nontight boreholes, and soundings; 
(2) representative sampling of groundwater and soil gas; (3) detection of gas 
distribution and dimensions (ROI) of the RGBZ; (4) estimations of injection 
gas propagation and dissolution; and (5) estimation of local gas saturations 
in crucial regions and layers. 


10.3.3.1 Groundwater and Dissolved Gas Monitoring 


Groundwater sampling equipment can be installed using self-grouting 
direct push technology. Special filters and pumps are required due to small 
diameters and gas-protected filter screens (Figure 10.8). Sampling using 


30 cm 


VIL MF MDP BAT 


FIGURE 10.8 

Groundwater monitoring devices for RGBZ. (VIL—loosen sonic lance filter; MF small diam- 
eter observation well; MDP—loosen double-valve pneumatic pump; BAT pressure conserving 
bailer shuttle). 
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peristaltic (at shallow groundwater levels) or double-valve pneumatic pumps 
(MDP) and shuttle systems (BAT) give point information due to small sam- 
pling volumes and short filters. MDP and BAT can be used for a pressurized 
groundwater sampling without degassing losses. 

Modified RIL-type B and DIL-type A lances can be used to install 25-mm 
groundwater filters. Local-scale integrated samples can be obtained using 
packers and either multiple MDP or button valve pumps (Uhlig, 2010 and 
Zittwitz et al., 2012). When using a Sonic®-system, 50-mm direct push fil- 
ters can be installed. In addition to these pumps, mobile bailing systems 
(e.g, BAT) can be applied. Hydraulic and immission pump tests are then 
performed to obtain volume integrated groundwater information. In a gas 
injection zone, it is necessary to cover wells with a gas-tight cap. 

The sampling of dissolved gases can be performed by pressure conserving 
bailing devices and the use of trace gases (Ehbrecht and Luckner, 2004). A 
headspace gas phase can be brought into equilibrium with the water sample 
and pre- and postsampling can be undertaken using gas chromatography. 
Inert gas flushing, volume and mass balancing, and multiple pressure con- 
trols are needed in order for confidence to be placed in the results obtained. 


10.3.3.2 Gas Monitoring 


It is advisable to install an array of in situ gas sensors in the gas injection 
zone of an RGBZ. The distribution of gases and ROI dimensions can be 
obtained, along with an estimation of injection gas propagation and the dis- 
solution of the gas phase. Combinations of sensors are placed and grouted 
to the main gas-permeable layers using the direct push method. They can 
also be installed in small-diameter observation wells if packers and an auto- 
mated pumping system are used. A shuttle-sensing tool MIDZ (Figure 10.9) 
can detect high concentrations of dissolved gases. MIDZ uses a pressurized 
flow chamber with integrated sensors, and is installed with CPT technology. 

The interpretation of gas sensor signals is based on the gas-hydrogeolog- 
ical model. Currently, the best available sensors for oxygen gas are in situ 
redox electrodes and oxygen optodes (Engelmann, 2010). Carbon dioxide 
optodes are recently developed too. Flow-through monitoring systems (e.g., 
MIDZ or packer-sealed filters) can provide meaningful information about in 
situ pH and electrical conductivity conditions. 

Starting a gas injection, initial gas sensor values are typically widespread. 
However, after matrix preoxidation and homogenization by water flow, 
sensor signals become meaningful. The signals can serve as a measure of 
the change in the heterogeneity of the reactive zone during operation of an 
RGBZ. 

In situ redox sensors and oxygen optodes can be used to estimate gas prop- 
agation and dissolution due to their short reaction time. The travel times for 
coherent gases and clusters are measured as the time required for the break- 
through reactions of each sensor, and gas flow paths can be elucidated. The 
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FIGURE 10.9 
Gas monitoring devices for RGBZ and gas sensing signals (data from BIOXWAND). 
(VIL + Eh—loosen sonic lance filter with redox sensor; MIDZ—flow-through shuttle). 


sensor value changes on the cessation of gas injections can be interpreted as 
the propagation of incoherent gas clusters and gas dissolution. 

Another method for the estimation of gas propagation is trace gas testing; 
currently the best available are found to be noble gases (e.g., He, Ne, and Ar). 
Trace gases are mixed with a carrier gas and injected at low partial pres- 
sures. Due to a lack of interaction with soil and groundwater, environmental 
authorities have accepted the use of noble gases. Care is needed during trace 
gas sampling due to their high volatility. The use of pressurized samplers or 
bailers is also recommended (Uhlig, 2010 and Schinke, 2008). 


10.3.3.3 Gas Saturation Testing 


To estimate the amount of stored reactive gaseous substances, a gas satu- 
ration test that takes pressure dependency into account is required. The 
best available techniques for gas saturation estimations are (1) gas-hydro- 
geological balancing injection gas models, (2) direct gas profiling, and (3) 
local pumping tests in gas storage regions. Aqueous and partitioning trace 
gas infiltration methods are time-consuming and are currently still under 
evaluation. 

Oxygen gas balance models can be parameterized using laboratory tests 
and gas monitoring. These models are suitable for the estimation of mean 
gas saturations in large gas storage zones, or layers during stationary oper- 
ation periods (Ehbrecht and Luckner, 2004; Weber, 2007). The first step is 
to estimate the geometry of the storage zones, using gas-hydrogeological 
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FIGURE 10.10 
Example of a balance model scheme for NDI operation of an RGBZ. (From Weber, L. 2007: Proc. 
Dresden Groundwater Research Centre, Nr. 30, 151 p. (in German). With permission.) 


surveying. Distributed gas input values; gas transfer (dissolution and con- 
sumption by groundwater and sediment), gas losses (horizontal escape from 
ROI and degassing) and gas storage (trapping) can be calculated or estimated 
(Figure 10.10). The complexity of the balance model is reduced during the 
regular operation of gas PRBs. 

Direct gas profiling can be performed using borehole logging and sound- 
ing methods. Geophysical borehole logs are well known and evaluated 
(Dietrich and Leven, 2006). Calibration using a reference system (pilot or 
bench scales) is required. Gamma (y-y) logs detect the subsurface mean den- 
sity distribution, while neutron (n-n) logs are sensitive to the presence and 
mass of hydrogen (water). The best results are achieved using the neutron 
method where gas saturations of 476 are significant and penetration radii are 
of 20.15 m. 

The best resolution gas saturation data can be acquired using time 
domain reflectometry (TDR). TDR traces changes in the dielectric state 
of a domain, which is sensitive to the water content. TDR logging tubes 
(50 mm) can be installed by Sonic? technology. Adapted TRIME? sensors 
(Fundinger et al., 1996) were tested in a balanced pilot scale column device 
(Engelmann, 2010), and they have been used for continuous profiling. 
Changes in saturation of approximately 2% are significant, as are penetra- 
tion radii of 0.30 m. TDR systems are recommended for identification of gas 
capture zones (Figure 10.11). 

Hydraulic pumping tests can evaluate the impact of gas storage zones to 
groundwater flow. A field demonstration showed local lowering of conduc- 
tivity from 4 x 10? to 1 x 10? m/s in gravel sediment near the tested well, 
and gas saturations of 770-1076 were reported. 


10.3.3.4 Soil Gas Monitoring 


Due to safety requirements, monitoring the continuous gas distribution and 
composition in the unsaturated zone is obligatory for RGBZ operations. A 
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large number of gaseous substances of interest and mixtures can be detected 
by sensors or on-site analyzers. Small diameter (25 mm) soil gas probes are 
installed at specified depths by direct push or manual electric ramming. 
Low flow pumping and on-site analysis is the preferred sampling method. 
In situ diffusive sensors are available; however the absorption rates are not 
as consistent or reliable. 

Gas sensing and sampling near the capillary fringe can support the esti- 
mation of gas distribution and propagation in the groundwater zone. The 
initial signals of soil gas sensors are interpreted as breakthrough times 
and possible locations of gas emission from the groundwater domain. Soil 
gas sensors are used to check the sealing result of grouted injection lances. 
Additionally, gas consumption (e.g, oxygen, methane) or production (e.g. 
carbon dioxide) can be estimated by soil gas sampling, and the unsaturated 
zone can be included into an RGBZ treatment system (Uhlig, 2010). 


10.3.4 Techniques for PRB Performance Control 


Once reactive gases are dissolved into the groundwater flow, there are sev- 
eral measures or techniques that can be used to evaluate and control trans- 
port and the in situ transformation of dissolved compounds in the aqueous 
phase. These methods can also evaluate the interactions with reactive sedi- 
ment surfaces (ENA). Sophisticated reactive modeling tools and techniques 
for site characterization and the identification of transformation process are 
also available. A number of these techniques require a site and contamina- 
tion-specific application. 

Given all of the possible methods to control the reactive zones of gas PRBs, 
an algorithm was constructed to take into account adaptive performance 
and optimization measures, and evaluated at the BIOXWAND gas PRB. The 
algorithm is site specific and given as an example in Table 10.2. 


10.4 Example Applications of the RGBZ Technology 


Three example applications have been chosen to demonstrate the capabili- 
ties of gas PRBs. First, the results of a full-section PRB (BIOXWAND) that 
has been operating for 5 years to treat an ammonium plume are presented. 
A homogenized nitrification effect was reached using injections of variable 
oxygen gas and air concentrations. The PRB was scaled up to a length of 
800 m. In the second example, an oxygen gas PRB was used to naturally 
attenuate an organic contaminant plume containing aliphatic and aromatic 
hydrocarbons. The PRB technology has been accepted by the mining indus- 
try and environmental authorities as a method that can be used to prevent 
the future plume propagation or deviation due to mining activities using 
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TABLE 10.2 


Algorithm for Optimization of the Performance of Gas PRBs 


Performance 
Limitations 


Risk Lowering 
Measures 


Optimization Actions 


Distribution of 


Refining the injection 


Horizontal ROI dimensions and overlapping 


reactants array density by gas Injection gallery sequences in flow direction 
analysis-hydrogeo- Identification of gas retardants 
logical model Injection below treatment layer 
Variation of the injection ` Injection rate (NDI) or pressure (HDI) change 
rate and pulses Pulse frequency change 
HDI-NDI combination 
Use of carrier gases Hydraulic autoregulation by nitrogen clogging 
Short-term reloading of reactants (e.g., oxygen) 
Gas mixture supply (e.g., trace gases, 
methane-air) 
Use of a downstream Macrodispersion mixing of reactants 
reaction zone Amplification of reaction length and time 
Gas Forcing gas supply to Formation of dense gas networks with high 
dissolution fine to medium mass transfer interfaces 
grained sediments Homogenization of gas distribution 
Limiting gas supply to Prevention of inactive gas capture zones 
coarse sediments and 
capture zones 
Dissolved Limiting reactant Lowering gas saturation 
concentration concentrations Partial pressure variation of reactants 
range of 
reactants 
Optimization of the Aerosol or foam injection to control, e.g., pH, 
geochemical state Hardness and cometabolic degradation 
Supply of higher oxidizers (e.g., H,O,) 
Nutrient supply Supply of gaseous and solid nutrients 
(e.g., CH, CO, phosphate) 
Clogging, Periodical redox state Lowering the injection cycle time 
permeability changes (aerobic/ Increasing break periods 
losses anaerobic) Avoiding the carrier gas supply 
Demand-oriented reactant supply 
Bypassing of Forcing autoregulation Hydraulic forcing of bulk groundwater flow 
groundwater due to local pumping or drainage 
flow 


Source: Internal document of Sensatec GmbH, Kiel. With permission. 


aerobic enhancement of biodegradation. The third example is an in situ drain 
and gate technology (GFladags®) which included two RGBZs as a treatment 
train for a plume of a complex inorganic and organic contaminant contain- 
ing ammonium, phenols, aromatics, DOC). A zone for the removal of iron by 
oxygen and ammonia gas and a polishing downstream oxygen gas reactor 
for the degradation of ammonium and DOC were formed. 


202 Permeable Reactive Barrier 


10.4.1 The BIOXWAND Technology for Ammonium Elimination 


Since the 1990s, the Berlin Water Company (BWB) has been working to safe- 
guard a groundwater resource with a capacity of 10,000 m?/d, which is used 
for drinking water production (reference). Approximately 200 million m? of 
groundwater was contaminated with 2200 tonnes of ammonium and organic 
trace cocontaminants including CHC (cis-DCE, vinyl chloride) and pesti- 
cides as a result of waste water infiltration and drainage from an unsealed 
sludge storage area of an upstream sewage field. A protection well gallery 
is being used to capture the contaminated stream, and groundwater with 
mean ammonium and organic trace substance concentrations of 10-20 and 
0.02 mg/L respectively, are pumped out and treated at a nearby waste water 
plant. The extent of the contamination of the aquifer matrix is estimated to 
be 3000 tonnes of adsorbed ammonium, with approximately 2200 tonnes 
accessible to treatment using ion exchange (Ehbrecht and Luckner, 2004). 

After the German Federal Ministry of Education and Research funded an 
evaluation of in situ cleanup approaches, the reactive gas barrier technology 
BIOXWAND (EP 1550519) was chosen as the best available method for the 
remediation and protection of the groundwater resource and therefore, the 
best option to replace the pump-and-treat system (Figure 10.12) (reference). 
Since 2007, a permeable oxygen gas barrier (length = 200 m, depth = 40 m, 
thickness = 25 m) has been installed approximately 500 m upstream of the 
drinking water well gallery A (Engelmann and Schmolke, 2014). The final 
length of the barrier is planned to be 800 m, and it was predicted that up to 
200 kg/day of ammonium will be oxidized in situ. 

Based on a mass balance approach and supported by reactive trans- 
port modeling (Horner et al., 2009), the initial annual oxygen demand for 
the performance of a 100 m barrier segment is approximately 64 tonnes. 
Approximately 28 tonnes/year of oxygen is needed to treat the inflow- 
ing groundwater (20 tonnes/year for nitrification, 8 tonnes/year for iron 
removal). A total of approximately 36 tonnes/year of oxygen is needed for 
the partial sediment matrix treatment of 22 tonnes/year of sulphide and 
14 tonnes/year of adsorbed ammonium. The total oxygen demand declined 
with time due to gradual matrix oxidation. 

The hydrogeology of the site is characterized by layered glacial sandy sedi- 
ments to a depth of 50 m. Enclosed loamy lenses and sublayers in addition 
to sand layers which have been compacted to varying amounts act as retar- 
dants of the vertical gas propagation. In this way, there were four gas storage 
horizons within the unconfined aquifer (Figure 10.5). 

An in-line injection gallery of sealed gas lances of types BIL, DIL, RIL, 
and VIL supplied the gas. The distance between the lances was 25 m and 
two injection filter depths (15 m and 40 m below groundwater level) were 
used. The low-pressure method (NDI) was applied, and gas injection rates 
were 0.5-2.0 m3/h STP. The radii of influence (ROD for effective horizontal 
gas propagation were approximately 10—25 m. In addition to the ROI and the 
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FIGURE 10.12 
Site map of the BIOXWAND application area. 


local variations in the injection regime based on hydrogeological profiling, 
monitoring was used to achieve a full-section PRB effect. The oxygen con- 
tent of the injection gas varied between 20% (e.g., same as the atmosphere) 
and 100%. Gas injection cycles of 1-2 h were followed by breaks of 3-5 h, 
and coherent gas flow velocities >1 m/h were detected next to the injection 
lances. Vertical gas escape into the unsaturated soil zone was monitored as 
it occurred (e.g., when it exceeded the local aquifer gas storage and retarda- 
tion capacities). In this case, stripping did not occur due to a lack of volatile 
solutes in the groundwater. 

The BIOXWAND performance showed that it was impractical to aim 
for a quick remediation (e.g, satisfying the entire oxygen demand of 
64 tonnes per 100 m) during the first year of barrier operation. This can 
lead to decreased operating efficiency with high gas losses mainly due to 
heterogeneous gas distribution, diffusion-limited gas dissolution, the vari- 
able and developing kinetics of matrix to groundwater exchange, and bio- 
chemical transformation processes. In the case of BIOXWAND, an initial 
3-year operating regime was conducted, during which a total oxygen mass 
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of 100 tonnes was supplied. The oxidation of the sediment matrix and nitri- 
fication rates were increased slowly during this time and a reliable homog- 
enization of dissolved oxygen distribution of 5-50 mg/L were achieved. 
Groundwater redox potential was increased from approximately—200 mV 
to +500 mV after 3 years. 

In situ gas storage monitoring was used to optimize the performance of 
the BIOXWAND. The mean gas saturation of 270-476 was found to be an 
appropriate range for effective operation (Figure 10.13), however this was just 
the range of residual gas saturation in the sediment. The amount of time 
required for complete dissolution and consumption of such oxygen gas was 
estimated to be equal to that it required exchanging 1.5-2.0 pore volumes of 
groundwater. Local saturations of up to 17% were detected in some coarse 
sandy layers. This was linked to a localized reduction in hydraulic conduc- 
tivity from 4 x 10? to 1x 10? m/s. In this case, a hydraulic self-regulation 
and homogenization of the groundwater flow occurred. High groundwa- 
ter fluxes in the coarser sections were decreased by preferential gas stor- 
age, whereas low fluxes in the finer-grained sections were increased with 
an increase in the local hydraulic gradients. Monitoring and control of the 
hydraulic flow homogenization in gas PRBs at the field scale are subjects of 
research, as they are important factors in the cost-effective operation of PRBs 
and their increasing acceptance from the point of view of the authorities. 

It is reported in the literature that the supply of oxygen gas causes pyrite 
oxidation. Dissolved ferrous iron is predominantly precipitated as ferric iron 
hydroxides. Mass and volume balances for the in situ iron removal and field 
observations indicated that there was no significant risk of long-term pore 
clogging to groundwater flow or gas storage. Iron hydroxides precipitated 
mainly in the low-pore diameter regions (Figure 10.14). 
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FIGURE 10.13 
Gas storage control during BIOXWAND operation: changes of residual gas saturation (left) and 
local TDR gas sensing results (right). 
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FIGURE 10.14 
In situ iron removal in the gas storage zone after 3 years of the BOXWAND operation. 


Pyrite oxidation is accompanied by sulfate and proton production respec- 
tively. As a result of implementing the gradual barrier operation regime, 
production was limited and subsequent sulfate concentrations increased by 
100-150 mg/L in fine-grained sands, and by 50-75 mg/L in coarser regions 
with lower pyrite content. The results showed that proton production due 
to pyrite oxidation was a reliable, but time-limited indicator of acidifica- 
tion potential during the initial operation period. The proton production 
was adjusted to the calcite buffering capacities of the aquifer matrix and the 
inflowing groundwater respectively, and the pH was stabilized at a mean 
value of 6.7, after it was decreased by 0.5-0.7 units. Calcite dissolution was 
accompanied by a slight hardening of the groundwater, and calcium ion 
exchange forced desorption of monovalent ions (e.g, sodium, potassium, 
and ammonium). This caused an initial increase in the ammonium concen- 
tration of 10-15 mg/L in the gas barrier zone. 

Dissolved ammonium is transformed to nitrate by autochthonous microbes 
under aerobic conditions. The main species were Nitrosomonas europaea, 
Nitrosomonas eutropha, Nitrosomonas halophila, and Nitrosococcus mobilis. A lag- 
period of 30-50 days was needed for their activation after aerobic conditions 
were established. Laboratory tests indicated that an upper oxygen limit for 
nitrification was verified during the operation of the BIOXWAND. A signifi- 
cant inhibition was found when oxygen concentrations exceeded 50 mg/L. 
During the nitration step, no self-inhibition by nitrite was found. Proton pro- 
duction caused by nitrification occurred simultaneously with pyrite oxida- 
tion. It was estimated that the buffering capacity of the BOXWAND would be 
lowered to approximately 90% of the initial value after 40 years of operation. 

After 3 years of BIOXWAND operation, the ammonium concentration 
was reduced to «5 mg/L in the first 200 m-section (Figure 10.15). The nitrate 
was reduced to nitrogen by autotrophic denitrification under downstream 
anaerobic conditions. A slight lowering of DOC by approximately 1 mg/L 
indicated the transformation of organic compounds. CHC were completely 
degraded in the aerobic gas barrier zone. 
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Results of ammonium degradation after 3 years of BOXWAND operation. 


10.4.2 Oxygen Gas PRB for Risk Coverage of MNA of an Organic 
Contaminant Plume 


An unconfined aquifer in the vicinity of a former lignite processing site was 
impacted by organic pollutants (aliphatic, aromatic) and a 600 m long con- 
tamination plume had formed. Restoration of the site is conducted by a fed- 
eral administration company specialized in postmining sites (the Lausitzer 
und Mitteldeutsche Bergbau-Verwaltungsgesellschaft mbH [LMBV]) under 
the supervision of the mining authority. Following a pump-and-treat decon- 
tamination, the Profen site was treated by monitored natural attenuation 
(MNA). The risk prognosis of the plume behavior was based on delineation 
of the damaged aquifer region, groundwater flow analysis and prediction, 
balancing of inventory and mass flow rates of contaminants, and identifi- 
cation of biodegradation processes. The results of the MNA showed that 
contaminant concentrations were reduced. 

A primary protection goal was the prevention of contaminated ground- 
water impacts from the downstream active lignite mining. The groundwater 
flow is controlled by mining area drainage and a postmining pit lake. In 
this way, the cooperation with the mining company was needed in order to 
ensure an efficient long-term site restoration (Giese et al., 2012). 
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FIGURE 10.16 
Cross section of the Profen site (in flow direction): plume propagation from the damage zones 
(B and G) is toward an active lignite mine pit. 


The risk coverage of long-term MNA behavior was demanded by the min- 
ing authority. A technical measure was required in order to ensure risk 
prevention in the event MNA would fail, and to support and stabilize the 
accorded MNA prognoses. An oxygen gas PRB was identified as the best 
available technology for this purpose. A schematic representation of the PRB 
application is presented in Figure 10.16. 

A field-scale demonstration and optimization of the gas PRB was per- 
formed over 12 months. The goals of the optimization were 


* Determine the ability of the DGI to naturally attenuate the contami- 
nants (e.g., forcing the aerobic biodegradation rates of contaminants 
in the plume) 


* Plan a full-scale gas PRB technology that could be implemented 
as a risk coverage measure in the future (e.g., including owner and 
authority permission, evaluation of costs and time) 


A 450 m? test site that included part of the plume center and a lateral 
inflow region was chosen. The average aquifer thickness was a 5-m satu- 
rated and a 4-m vadose zone (Figure 10.17). The upper aquifer was formed 
by highly permeable layers of gravel with sands, and the average ground- 
water velocity in the plume center was 0.8 m/day. A loamy top-layer acted 
as a gastight sealing. Typical BTEX, naphthalene, and petroleum hydro- 
carbon concentrations in the plume center were 3, 0.7, and 3 mg/L, respec- 
tively (Figure 10.18). 

The groundwater level of 1.5 m fluctuated, and subsequent variations in 
the flow rate occurred due to a high recharge in summer and autumn 2010. 
Despite these fluctuations, the flow direction did not change. Soil core analy- 
sis during the site investigation indicated that there were still high concen- 
trations of adsorbed contaminant in the plume center sediments, and in the 
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FIGURE 10.17 
Test site scheme (left) and cross section (right) of the Profen gas PRB. 
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underlying impervious lignite layer. In this case, mass balancing of contami- 
nants was limited. 

The construction of the test site is presented in Figure 10.17. Packer sep- 
arated double-valve pneumatic pumps (MDP 6/7) were used for the semi- 
integrated groundwater sampling of 25-mm mini filters (MF) (Figure 10.8). 
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FIGURE 10.18 


Impact of the Profen gas PRB to the groundwater load of balance zone I (plume center). The 
downstream trend was maintained about 6 months after PRB operation stopped (not shown). 
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During pump testing, the radii of influence were found to be 0.3-0.5 m. 
Upstream and downstream groundwater monitoring wells were used for an 
integrated mass flow evaluation using a 3D groundwater flow model. More 
wells in the vicinity and their long-term monitoring data were taken into 
account to determine the influence of the gas PRB on ongoing natural attenu- 
ation processes. 

Neon and helium trace gases were used to determine an initial ROI of 
the coherent gas flow and gas escape to the vadose zone. These tests were 
repeated during a subsequent stationary period. An average ROI of gas flow 
of 5-8 m was detected in the groundwater zone; oxygen gas storage and dis- 
solution efficiency of oxygen at approximately 60% was found using mass 
balance modeling. The slight aeration of the vadose zone was anticipated 
during the short-term testing of the gas PRB, and the effects of stripping and 
the safety implications were monitored in the vadose zone. 

The operation of the Profen oxygen gas PRB consisted of three stages. Gas 
injection rates at lances were in the range of 0.25-0.5 m*/h STP. 


Period I (116 days): Pre-oxidation by continuous injection of 26 kg O,/day 

Period II (77 days): Forced sediment conditioning and initiation of biodegradation by 
continuous injection of 37 kg O,/day 

Period III (128 days): X Stabilization of biodegradation by pulsed injection of 21 kg O,/day 


In periods I and II, almost the entire dissolved oxygen mass was needed 
for pyrite oxidation. Initial high sulfate production rates led to a temporary 
decrease in downstream pH and increased iron and manganese dissolution. 
During period III, the conditions for an optimized biodegradation of pol- 
lutants were established and pH >6.5 were found. Approximately, 20% of 
the dissolved oxygen was consumed in the transformation of contaminants. 
Additional details are reported in Zittwitz et al. (2012). 

Aerobic biodegradation rates were estimated from mass balances, and 
were proven by laboratory testing and field-scale transport modeling. First- 
order rate coefficients of 0.07/day for benzene and 0.04/day for naphtha- 
lene were found. Degradation ratios for the total mass flows of benzene and 
naphthalene were approximately 96% and 80% respectively. 

In summary, the implementation of the oxygen gas PRB at the Profen site 
was performed during an ongoing MNA application. The ability to enhance 
natural attenuation potentials in a plume of dissolved aliphatic and aro- 
matic hydrocarbons was demonstrated. No meaningful interference to the 
accorded MNA prognoses outside the PRB zone was found, due to miminal 
impacts on the groundwater flow. However, the efficiency of oxygen gas stor- 
age and dissolution should be increased significantly in order to optimize 
the cost effectiveness of a full-scale application. 

The gas PRB technology was found to be suitable for the technical risk cov- 
erage of MNA. The full-scale application was based on groundwater flow and 
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transport modeling of potential failing scenarios of MNA, due to advancing 
lignite mining. The mining company supported the planning by providing 
data regarding the anticipated water management of the lignite mine pit and 
by facilitating access to a PRB reservation area. The costs and safety issues 
were also evaluated. The mining and environmental authorities confirmed 
the treatment targets and the operation chart, and the gas PRB technology 
became part of a long-term operating closure plan for the Profen site. 


10.4.3 Reactive Gas Zones as Part of the GFladags?-Technology 


Reactive gas zones were integrated in a drain and gate technology for the 
sequential plume treatment of deep aquifers. The treatment train technology 
was demonstrated at the Schwarze Pumpe site, a former gasification plant. A 
plume containing high concentrations of phenols (30 mg/L), DOC (100 mg/L), 
and ammonium (150 mg/L) required treatment in a 37 m deep multilayered 
aquifer. The thickness of the saturated zone was 20 m, and average ground- 
water velocity was approximately 0.12 m/day. The gate treatment (zone B) 
consisted of stripping and chemical oxidation of groundwater contaminants 
in collector and distributor well reactors (Kassahun et al., 2005). Gas injection 
zones were established to perform iron removal (zone A: treatment area of 
900 m?) and posttreatment of ammonium and DOC (zone C: treatment area 
of 1.800 m?). The treatment train is presented in Figure 10.19. The construction 
of the gas injection zones followed the principles discussed in Section 10.3. 
Additional details are reported in Uhlig (2010). Due to high contamination, 
partial decontamination of the soil matrix was addressed to form in situ buf- 
fer zones against breakthrough of fluctuating contaminant streams. 

In zone A, in situ iron removal was first induced by oxygen gas injection. 
As seen in Figure 10.19, the competitive effects of matrix oxidation limited 
the success. Carbonate precipitation of dissolved iron by ammonia gas injec- 
tion was shown to be more efficient, as matrix oxidation did not exert an 
influence. Ammonia demand depended mainly on the buffering capacity 
of the groundwater flow. A conditioning pH of 275 was required, and injec- 
tion rates were controlled by mixing ammonia gas to a nitrogen carrier gas 
flow of 0.5-1.0 m3/h STP. The ammonia injection approach was found to play 
a part in contaminated site restoration; however, in situ processes require 
further investigation. 

An oxygen gas PRB for bio-oxidation was established in zone C, and was 
operated over a period of 550 days. Gas lances and observation elements of 
the types MDP and MF were installed by CPT (see Chapter 3). A 3D gas- 
hydrogeological model was constructed for groundwater flow and reactive 
zone balance modeling. Gas injection rates of 0.6—1.2 m3/h STP were applied, 
and ROI of single lances were identified using noble trace gas (Ne, He) in the 
range of 15 m. A downstream reactor was not monitored. 

Due to high contamination and the natural pyrite content of the matrix, 
almost all of the 20 tonnes of injected oxygen gas was consumed by matrix 
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Left: map of the Schwarze Pumpe drain and gate test site with the reactive zones A to C; right: 
evidence of iron removal by gas injection in zone A at the collector well. 


oxidation (36%), or transferred and consumed in the vadose zone (51%) 
without provoking a dominant stripping of VOC. With a 150-day lag time, 
enhanced aerobic biodegradation of the complex organic and inorganic con- 
taminant plume was initiated and reached up to 11% of consumption of the 
total oxygen gas supply. Simultaneous heterotrophic and autotrophic bio- 
degradation was found (Figure 10.20) and chemical oxidation from the initial 
excess supply of oxygen gas was also found. However, nitrification in zone C 
remained limited as the required chemical preoxidation of the hydrocarbon 
mass by ozone in the gate reactor of zone B was not turned on during the 
test period. Degradation rates were found to be 0.05-0.1/day for benzene and 
short-chained alkyl phenols (Uhlig, 2010). 

The Schwarze Pumpe site example demonstrated the suitability of gas 
PRBs in treatment train applications, particularly when a complex con- 
tamination situation is present. Often, site restoration and impact reduction 
targets cannot be achieved or conducted economically by stand-alone appli- 
cations of a main treatment technology (e.g., a pump and treat). The applica- 
tion of gas PRBs offers a wide range of aerobic and anaerobic conditioning. 
Posttreatment or polishing measures are required (e.g., for final degradation 
of CHC, hydrophilic alcohols [in situ flushing] or phenols [MPPE] extraction). 
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FIGURE 10.20 
Posttreatment effect of the reactive gas zone C at Schwarze Pumpe site. 
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11.1 Introduction 


Permeable reactive barriers (PRBs) are alternatives to common active 
groundwater remediation technologies including those based on pump and 
treat [1-5]. PRB is a passive in situ groundwater remediation technique that 
avoids several inherent technical drawbacks of active systems a priori. A 
PRB is defined as an in situ method for remediating contaminated ground- 
water which combines a passive chemical or biological treatment zone with 
subsurface fluid flow management [6]. PRBs that were first installed in the 
United States in the early 1990s used zero-valent iron (e.g., elementary iron). 
Due to the inability of iron (Fe) to efficiently remediate polycyclic aromatic 
hydrocarbons (PAHs), for the past 15 years, activated carbon has been used 
in PRBs as an additional adsorbent for PAHs and other related organic com- 
pounds [78]. 

Commencing in 2000, the Federal Ministry of Education and Research 
in Germany (BMBF) funded the project RUBIN (“Reaktionswánde und 
-barrieren im Netzwerkverbund" (German Permeable Reactive Barrier 
Network)). The second stage of the project RUBIN II, was launched in 2006 
[9]. At the same time, a different view and philosophy of remediation tech- 
niques excluding human intervention led to the development and trial of the 
concept of natural attenuation. The application of natural attenuation to the 
remediation of NSO-heterocycles (for instance in tar oil-contaminated areas) 
was investigated in Germany within the project KORA ("Kontrollierter 
natürlicher Rückhalt und Abbau von Schadstoffen bei der Sanierung kon- 
taminierter Grundwásser und Böden” (Retention and Degradation Processes 
to Reduce Contaminants in Groundwater and Soil)) [10] that was also funded 
by the BMBF. 

Basic concepts for the analysis of PAHs and NSO-heterocycles were devel- 
oped within the framework of the KORA project. However, most of the results 
presented here that relate to the efficiency of activated carbons in PRBs to 
remediate NSO-heterocycles were obtained within Subproject 3 of RUBIN II. 


11.1.1 Solubility of NSO-Heterocycles and Their Parent Aromatics 


The derivation of innovative methods for the analysis of hydrophobic com- 
pounds such as the classical 16 EPA-PAHs or phenols and highly polar 
compounds such as N-heterocycles (N-HETs) is necessary due to the 
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heterogeneous spectrum of compounds typically present in contaminated 
groundwater. In addition, pK,-values of many N-HETs and especially 
hydroxylated N-HETs in the range of 3« pK, «7 suggest pH-dependent 
properties. This is an important factor that needs to be taken into account 
in designing analytical methods and adsorption experiments. Due to pH- 
dependent adsorption parameters, the adsorption equilibrium could be 
different for cations (e.g., N-HETs at pH « pK.) and anions (e.g., phenols or 
carboxylated compounds at pH > pK,) compared to the neutral molecules 
[11-15]. Therefore, pH-values at the surface of activated carbons (for PRBs the 
pH of the corresponding groundwater is assumed), and pK,-values of the 
adsorbents are important to assess the efficiencies of PRBs. A comparison 
of the solubilities of NSO-heterocycles and their parent hydrocarbons and 
PAHs is shown in Figure 11.1. 
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A comparison of water solubilities of representative NSO-heterocycles (neutral molecules) 
and their corresponding parent aromatic compounds. (Experimental data from EPI-Suite U.S. 
Environmental Protection Agency. 2012. Estimation Programs Interface Suite" for Microsoft? 
Windows, v 4.11.) 
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The solubilities of short-chained alkylated phenols at pH « pK, in gen- 
eral are approximately a factor of 50 higher than that of their parent aro- 
matic compounds. In contrast, a comparison of NSO-heterocycles to their 
parent hydrocarbons and PAHs presents a different view. The solubilities of 
S-heterocycles are comparable to their analog hydrocarbons; a comparable 
and in some cases higher solubility is found for O-heterocycles. However, 
the solubilities of N-HETs are usually much higher (for instance the solubil- 
ity of acridine is about a factor of 1000 higher compared to that of anthra- 
cene). Only a relatively few measurements are available for pH-dependent 
solubilities. However, the Henderson-Hasselbalch Equation 11.1 is often 
used to predict solubilities (S = solubility, 5, = intrinsic solubility of the neu- 
tral molecule) [17]: 


S = Sy- (14 109-99) (11.1) 


2-Methylquinoline and 9-methylacridine should be used as instructive 
examples. For 2-methylquinoline, the pK, = 5.86 was obtained by ultraviolet 
(UV) spectroscopy in this study in agreement with a literature value [18]. 
An estimated intrinsic solubility S¿=3.6 g/L for 2-methylquinoline is avail- 
able [16]. The solubilities of 2-methylacridine between pH = 5-9 are shown 
in Figure 11.2. Extrapolating these figures, the predicted solubility at pH = 4 
is approximately 300 g/L. In contrast to 2-methylquinoline, the solubility of 
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The dependence of experimentally determined water solubilities of 2-methylquinoline from 
pH (filled circles). Lines shown are calculated solubilities using the Henderson-Hasselbalch 
equation for pK, = 5.86 (experimental value, solid line) and for a slightly modified pK, = 6.10 
(broken line). 
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9-methylacridine (S, = 9.3 mg/L, determined in this study) is assumed to be 
almost independent from environmentally relevant pH-values due to the 
low pK, = 3.9 [19]. 


11.2 Experimental 
11.2.1 Instrumentation and Materials 


Numerous methods were applied to analyze samples of different origins. 
In addition to compounds such as the EPA-PAHs and the short-chained 
alkylated phenols, alkylated PAHs and NSO-heterocycles usually found in 
groundwater were incorporated into the compound list. This list of com- 
pounds was verified by analyzing contaminated groundwaters using gas 
chromatography-mass spectrometry (GC-MS) (full scan, m/z = 100-500) 
and was expanded to account for additional compounds and numerous iso- 
mers. A list of compounds analyzed in this study can be found in Table 11.7. 

Compounds were purchased from a number of suppliers, typically as ref- 
erence standards. In addition to the reference standards, single compounds 
with purities between 95% and 99% were used as received. 2-Methylquinoline 
was distilled before use. 

Concentrations of single compounds and mixtures for the determination 
of adsorption isotherms were obtained using high-performance liquid chro- 
matography with a diode array detector (HPLC-DAD), HPLC-fluorescence 
(Agilent HPLC-type 1100series), and headspace GC (Perkin Elmer Autosystem 
XL, HS40 headspace sampler, and flame ionization detector (FID). Solutions 
from column experiments were analyzed by GC-MS (Perkin Elmer Turbo 
Mass and Thermo Finnigan Trace DSQ) and samples from field measure- 
ments were analyzed following appropriate extraction processes using GC- 
MS and liquid chromatography-mass spectrometry (LC-MS/MS) (Agilent 
6430 Triple Quadrupol with Agilent HPLC-type 1200 series). In addition to 
the analysis for organic compounds, on-site parameters (pH, conductivity, 
temperature, oxygen concentration, and redox potential; instrumentation 
from WTW, Weilheim, Germany) and the concentrations of anions (ion chro- 
matography, Dionex DX 120) and cations (ICP, Perkin Elmer Optima 3300RL) 
were obtained for groundwater samples. Cyanide analysis was performed at 
the University of Cologne (Germany). 


11.2.2 Analytics 


Most samples were extracted using liquid-liquid extraction with penta- 
noic acid methyl ester [20] and analyzed by GC-MS [20-22] and a very brief 
description of this method is given only here. Extraction efficiencies, detec- 
tion limits, and more details of this method besides a more sophisticated 
solid-phase extraction (SPE) [23] for low concentrations in combination with 
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LC-MS/MS used for some samples from reactive barriers can be found else- 
where [24-26]. 


11.2.2.1 GC-MS Analysis 


Samples were dissolved in toluene or toluene/acetonitrile mixtures and ana- 
lyzed using the following conditions: column OPTIMA 5 MS (Macherey Nagel), 
30 m x 0.25 mm ID, 0.25 um film; splitless injection with an injection volume 
of 0.5 LL; carrier gas helium with a flow of 1 mL/min; temperature program: 
50*C for 3 min > 90°C, 20°C/min for 3 min > 150°C, 4°C/min > 300°C, 
8°C/min for 10 min; and single ion monitoring (SIM)-mode detection. 


11.2.2.2 LC-MS/MS Analysis 


LC-MS/MS analysis was performed with the following conditions: column- 
Nucleodur C18 PAH, 125 x 3 mm ID, 3 um particle size (Macherey Nagel); 
injection volume: 5 uL; flow 0.4 mL/min; binary eluent (A) acetonitrile (B) 
1 mM NH4OOCCH, in water (pH 7), starting with 90% B, decrease to 20% B 
within 12 min, hold for 2 min, increase to 90% B within 0.1 min and hold for 
59 min; temperature 40°C; postcolumn derivatization with 10 uL/min for- 
mic acid in water (1%); and detection by MS/MS (electrospray ionization, 
multiple reaction monitoring (MRM) mode). 


11.2.2.3 Liquid-Liquid Extraction for High Concentrations: GC-MS Only 


A sample volume of 20 mL was fortified with a 50 uL internal standard in a 
crimp-neck vial. After shaking the sample to dissolve the internal standard, 
a triple-distilled pentanoic acid methyl ester (950 uL) was added. After shak- 
ing the airtight crimped vial for 60 min in a head-over-head shaker, the sam- 
ple was centrifuged to facilitate phase separation. An aliquot of 600 uL of the 
organic phase was dried over sodium sulfate; 500 uL was used as a retained 
sample (stored at -20*C); and 100 uL was used for analysis (in 200 uL amber- 
glass micro vials). 


11.2.3 Activated Carbons 


Many different types of activated carbons are commercially available and acti- 
vated carbons from three suppliers were used: “Epibon Y12x40,” “Hydraffin 
30N,” “Hydraffin NA15” and “Hydraffin regenerated” from Donau Carbon, 
“ROW supra” and “GAC 1240” from Norit, and “F200” and “F400” from 
Chemviron. Properties of all activated carbons are available from the sup- 
plier. Comparable ACs were used in both of the reactive barriers being stud- 
ied (see below). However, most experiments in the laboratory (isotherms for 
single compounds, column runs) were performed with the AC Epibon Y12x40 
(Donau Carbon), whereas a comparison of different activated carbons was 
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performed in column and batch experiments using mixtures. The choice of 
Epibon Y12x40 resulted from preliminary column tests conducted in an on- 
site 6.1-m research container using groundwater at a contaminated site in 
Germany (Zeche Viktoria, Lünen, well 12Q) early in the project and repeated 
for comparison purposes throughout the project. However, from subsequent 
comparisons in the laboratory, AC F400 (Chemviron) and not AC Epibon 
Y12x40 was found to be the most efficient activated carbon with respect to the 
adsorption parameters from isotherm experiments using artificial mixtures. 
For the activated carbons investigated, the adsorption characteristics were 
found to be comparable (at least within a factor of 2), and therefore Epibon 
Y12x40 was considered to be representative of the activated carbons used in 
the remediation of polycyclic aromatics and related compounds. 

A detailed protocol was developed to investigate the adsorption isotherms 
of single compounds and mixtures in an aqueous solution (deionized water, 
buffered solutions, and real groundwater). A very brief overview is given 
here. Activated carbons were washed, dried, sieved (63-125 um), and stored 
at 50% relative humidity. Batch experiments were performed in airtight 
crimped headspace vials (22.4 or 116 mL, tempered before use at 400°C). A 
mass of 50 ug-100 mg of AC was placed into a vial and filled up with the 
corresponding solution (head space <1%). Freshly prepared solutions with 
single compounds or mixtures of at least a factor of 2 below the solubility in 
water were prepared in either deionized water or in buffer solution. Solutions 
were checked before use with the suitable analytical method. In addition to 
2-4 blank samples, 10-12 samples prepared for one-batch experiment were 
shaken in a head-over-head shaker (Heidolph Reax 2) for 72 h at room tem- 
perature (T = 20 € 3°C). After being centrifuged 2 times (Heraeus Megafuge 
1, 3300xg), the samples were analyzed without further enrichment by either 
HPLC or headspace GC. Care had to be taken with respect to the storage of the 
activated carbon. Water is adsorbed on activated carbon, quantified by water 
isotherms using a differential scanning calorimetry with thermogravimetric 
analysis (DSC/TGA) with an instrument from Mettler/Toledo. In addition, 
volatile compounds such as benzene or toluene can be lost during sample 
preparation. Furthermore, the efficient removal of activated carbon from the 
aqueous solution is essential, especially for low-equilibrium concentrations. 

Equilibrium concentrations c (in mg/L) were always obtained by HPLC or 
headspace GC without any corrections. The loading q (in mg/g) was calcu- 
lated from Equation 11.2: 


LA T (11.2) 
m 


where 
V = volume in L 
m = mass-activated carbon in g 
C = start concentration in mg/L 
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11.2.4 Column Experiments 


A number of column experiments were performed using artificial solutions 
and real groundwater. Column experiments were performed with the acti- 
vated carbon Epibon Y12x40 (Donau Carbon) in identical stainless-steel col- 
umns with tubings made of teflon (PTFE) for influent, effluent, and sampling 
ports (column diameter: 27.6 mm, length: 267 mm, see Figure 11.3). 

Sieved (Fritsch Analysette 3 Pro with 1 mm sieve) activated carbon was 
washed in an acrylic glass tube (10 x 100 cm) with a suitable flow of water from 
thebottom to removesmall particles. Columns were filled and packed with the 
prepared wet-activated carbon. In addition, one column was used with 6.576 
(w/w) of activated carbon from the reactive barriers in Karlsruhe (Germany) 
and Brunn am Gebirge (Austria) to establish a biocenosis. After filling each 
column with 76 g of activated carbon, the columns were equilibrated in a 
water bath for approximately 10 h with a gentle flow of water through the col- 
umns. Numerous experiments were performed to characterize the activated- 
carbon packing with the following results: d(corn) + o = 1.0 + 0.2 mm, 
m(corn) + o = 0.77 + 0.16 mg, p(corn) x o = 1.01 + 0.15 g/cm, p(carbon parti- 
cle): = 1.83 g/cm, p(bed) = 0.48 g/cm, e(corn) = 044, and e(bed) = 0.52. 

Artificial mixtures and contaminated water from different wells at the 
site Zeche Viktoria in Lünen (Germany) were used in column experiments. 
Groundwater was obtained using a pump (MP-1, Grundfos, Germany) and 


FIGURE 11.3 
Two columns running in parallel to investigate breakthrough curves, adsorption ranking, and 
the influence of biotic degradation of adsorbed compounds on activated carbon. 
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transported and stored in intermediate-bulk containers (IBC), made of 
high-density polyethylene (HDPE) with a volume of 1000 L. Carbon dioxide 
gas was initially used to maintain an anoxic atmosphere during the trans- 
port, and was later replaced with nitrogen gas (the pH did not change using 
carbon dioxide). Columns, the sampling equipment, gases, and 2000 L of 
groundwater from the contaminated site in the Ruhr area were placed in 
a climatized research container on the campus and held at 12?C. An oxy- 
gen-free atmosphere (at excess pressure in the tank) was maintained using 
nitrogen gas. Hence, the headspace in the tank was always flushed with 
nitrogen gas to achieve an anaerobic atmosphere. With the aid of a peristal- 
tic pump, a flow rate of 200 uL/min was maintained for both columns for a 
period of 98 days. 

In addition to the contaminated groundwater, a nutrient mixture (ammo- 
nium and phosphate as N and P sources) was used in the first column (biotic 
column), and a sodium azide solution was used in the second column (abi- 
otic column) to prevent microbial activity. The efficiency of this method was 
checked for incubated samples using effluent water from both columns and 
in contrast to the “biotic-column,” no colonies were found in the effluent 
water from the "abiotic-column." Weekly samples were taken at seven dif- 
ferent ports (port 7 represented 80% of the activated-carbon mass in the col- 
umn) and from the influent flow. The influent concentrations were found to 
be stable, for instance a loss <10% within 100 days was found for carbazole, 
whereas for the highly adsorbing compound fluoranthene, a loss of about 
40% was found over the same time period. 


11.2.5 Contaminated Sites and Investigated Reactive Barriers 


Two PRBs in Germany (Karlsruhe) and in Austria (Brunn am Gebirge, near 
Vienna) were investigated using detailed sampling campaigns. In addition 
to wells located in the inflow areas of both PRBs, influent and effluent areas 
of the reactors located in the gates of both PRBs were sampled. Samples ana- 
lyzed for anions were transported without a stabilizer; samples analyzed for 
cations were stabilized with nitric acid; and samples analyzed for cyanide 
were stabilized with sodium hydroxide. In some cases, total organic carbon 
(TOC) was determined and such samples were stabilized with phosphoric 
acid. Field campaigns commenced in summer 2006 and individual samples 
analyzed for organic compounds were transported in 2.5 L amber-glass bot- 
tles. For GC analysis, samples were stabilized by sodium azide. All bottles 
containing the samples were transported in ice-cooled transport boxes. 

Operating parameters of both PRBs are summarized in Table 11.1. More 
information on the PRB in Karlsruhe (Germany) can be found in References 
27 and 28, and additional information on the PRB in Brunn am Gebirge 
(Austria) can be found in Reference 29. Four sampling campaigns were 
organized (the dates are presented in Table 11.2), and samples were taken as 
described above. 
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TABLE 11.1 
Descriptions of the Two Reactive Barriers in Austria and Germany Investigated 
in This Study 

Reactive Barrier 

Brunn am Gebirge 

Parameter Karlsruhe (Germany) (Austria) 
Constructed 2000/2001 1999 


barrier type 


Concentration sum 
of the contaminants 


Length of barrier 
3t of gates (reactors) 


Full-scale, GAC (granulated activated 
carbon) 


About 2000 ug/L 


240m 
8 


Full-scale, GAC 
About 8000 ug/L 


220m 
4 


Dimension reactors Diameter 1.8 m, height 15-18 m 

(volume for AC filling 21-27 m?) 

GAC TL830 (Chemviron) for gates 1, 2, 
7, and 8 and D 43/1 (CarboTech) for 
gates 3, 4, 5, and 6 


About 100 tonnes 


Diameter 2 m, height 6-8 m 


AC used CC 15 (Donau Carbon) for 
all four gates 


Sum mass AC About 20-24 tonnes 


Water flow 9-10 L/s (mean, total flow through the 0.5-2 L/s (total flow 
whole system) variable flow through through the whole system) 
individual gates 1-8:1.0-1.4 L/s 

TABLE 11.2 


Field Campaigns Performed at the Reactive Barriers in Austria (Brunn am Gebirge) 
and Germany (Karlsruhe) 


# # 
Reactive Barrier Field Campaigns 1+2 Samples Field Campaigns3+4 Samples 
Brunn am Gebirge November 17-19, 2007 17 July 10-14, 2008 13 
Karlsruhe July 24-26, 2007 17 September 14-16, 2009 21 
y __== | 


11.3 Results 
11.3.1 Extraction and Analysis of Organic Compounds 


The accuracy of the analysis applied was demonstrated for a dense non- 
aqueous phase liquid (DNAPL) tar oil from the bottom of well 120 at the 
contaminated site "Zeche Viktoria" in Lünen, Germany. A completely dis- 
solved sample in dichloromethane was diluted with toluene and analyzed 
by GC-MS. The mass calculated from all of the concentrations analyzed in 
the sample yielded up to 98.7% of the mass of the tar oil (see Figure 11.42). 
Hence, the spectrum of compounds analyzed covered almost all of the main 
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EPA-PAH 
EPA-PAH Methyl-PAH 44.4% 


47.496 41.496 


BTEX + TMB 
16% 


Phenols 


N- 
Phenols and 
other 0.2% 


FIGURE 11.4 

Analysis of a sample from the contaminated site Zeche Viktoria in Lünen (Germany, well 12Q). 
(a) Tar oil (weight %) from the bottom of the well. The mass can be explained by 99% using GC- 
MS for all compounds investigated (without BTEX). (b) Groundwater (7o mass concentration in 
relation to the sum concentration of 16 mg/L). 


components present in this specific tar oil that had been in equilibrium with 
the surrounding groundwater for decades. 

Toluene as a solvent excludes benzene, toluene, ethylbenzenes and xylens 
(BTEX) from the analysis by GC-MS and therefore headspace analysis is not 
applicable. One can argue that, due to the high water solubility and vapor 
pressure, BTEX and phenols are removed by an efficient natural extraction 
of the tar oil by the surrounding water. This interpretation is in accordance 
with the very low concentrations of phenols found in such samples. In con- 
tradiction to the concentrations in tar oils, relatively high concentrations of 
BTEX and phenols were found in the corresponding water of well 120 from 
"Zeche Viktoria" (Figure 11.4b). 


11.3.2 Adsorption Isotherms on Activated Carbon 


Using suitable models, a fit of q =f(c) leads to parameters describing the 
adsorption process in a phenomenological approach. Different models are 
known [30,31] to describe the relationship between equilibrium concentra- 
tion and adsorbed amount of the compound. The Freundlich model 


q=K-c" (11.3) 
is often used in the logarithmic form: 
log(q) = log(K) + n :log(c) (11.4) 


However, mixed models are sometimes necessary to describe the depen- 
dence of q = f(c), for example, the Langmuir-Freundlich model: 


K-c" 


2 11.5 
ET DÉEN SES 
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Nevertheless, Freundlich parameters are often used in models and many 
data obtained for activated carbons are available in the literature [32-37]. Only 
a few data for NSO-heterocycles are known, and isotherms were determined 
especially for NSO-heterocycles on the activated carbon Epibon Y12x40. 

To assess the adsorption of N-HETs in PRBs, the influence of the pH value 
was investigated for 2-methylquinoline (pK, = 5.86) as a model compound. 

Knowledge of the surface properties of activated carbons is essential in the 
explanation and comparison of adsorption parameters. Isotherms differ accord- 
ing to the type of activated carbons. A comparison of adsorption parameters 
was performed for activated carbons usually employed for the remediation of 
organic compounds in PRBs. Furthermore, experiments were performed with 
artificial mixtures of six compounds, evaluated by the the ideal adsorbed solu- 
tion (LAS)-model [38-40] with basic algorithms from Reference 31. 


11.3.2.1 Adsorption Isotherms of Single Compounds in Water 


Equilibrium concentrations (c), and adsorbed loadings (q), were obtained for 
a number of compounds using Epibon Y12x40 (Donau Carbon) as activated 
carbon. A plot of log (q) versus log (c) was performed and Freundlich param- 
eters are presented in Table 11.3. 

The dependence of q = f(c) is always nonlinear, and Freundlich exponents 
(11), are in the range of 0.1-0.4. For N-HETs, K is always lower compared to the 
parent PAH (e.g., quinoline and isoquinoline vs. naphthalene or phenanthri- 
dine vs. phenanthrene). A few examples available in the literature suggested 
an order K (S-HET) » K (O-HET) » K (N-HET) for the same parent structure, 
verified in this study for all compounds shown in Table 11.3. 

Freundlich parameters are valid only ina limited concentration range. Unlike 
benzene, the strong adsorbing compounds acenaphthene, 9-methylacridine, 
phenanthrene, and dibenzothiophene (Figure 11.5) can serve as examples 
with adsorption isotherms evaluated with, for example, the combined 
Langmuir-Freundlich model. 


11.3.2.2 Adsorption Isotherm of 2-Methylquinoline: Dependence on pH 


The pH-dependent adsorption of 2-methylquinoline was investigated in the 
pH range of 1.9-8. The load of 2-methylquinoline (shown in Figure 11.6), was 
calculated from 12 experimental adsorption isotherms on Epibon Y12x40 
(see also Table 11.3) using the Freundlich model for c; = 10 mg/L and the 
fraction of the neutral molecule (calculated from pK, = 5.86). The load of the 
neutral molecule (e.g., at pH > pK.) is approximately a factor of 4 higher com- 
pared to the load of the cation (e.g., at pH « pK,). Both curves for the frac- 
tions of the neutral compound in the solution, and the experimental loads 
proceed nearly parallel and are shifted to each other by approximately 1.5 
pH-units. The two-component mixture consists of the pH-dependent neu- 
tral and cationic form of 2-methylquinoline. Using the data from Table 11.3, 
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FIGURE 11.5 


Adsorption isotherms for acenaphthene, 9-methylacridine, phenanthrene, and dibenzo- 
thiophene and for benzene (for comparison) on the activated carbon Epibon Y12x40 (sieved 
63-125 um) in deionized water at T + o = 20 + 3°C. Curves are from the results of the Langmuir- 
Freundlich model. Data in parenthesis are defined as outliers and not used. Linear regression 


for benzene represents the Freundlich model. 
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Fraction neutral molecule in solution 


The adsorption loads of 2-methylquinoline on AC Epibon Y12x40 evaluated from pH- 
dependent Freundlich isotherms (T = 20?C). In addition, loads calculated with the IAS-model 


and the neutral fraction present in the solution are shown. 


230 Permeable Reactive Barrier 


pH-dependent loads were calculated from the IAS-model for cy = 10 mg/L 
and concentrations were obtained from the dissociation curve, defined by 
the pK,-value. The IAS-model [38] and algorithms are described in detail 
in Reference 31 and a Java program was developed to calculate the mixture 
loadings used in batch and column experiments. In addition, a fit routine 
with the Marquardt algorithm was incorporated and used to fit isotherms 
in mixtures (see below). The theoretical pH-dependent loads, included as a 
dotted line in Figure 11.6, were found to be in satisfactory agreement with 
the experimental results. 

The shift of the pH-dependent load with respect to the corresponding frac- 
tion of the neutral molecule in the solution (shown in Figure 11.6) is important 
to assess the influence of pH on the adsorption for 2-methylquinoline (in partic- 
ular), and of N-HETS (in general) on activated carbon in PRBs. Due to the shift 
in both curves, a practically maximum load (of the neutral molecule) is found 
at pH — 5. As a consequence, the maximum load of 2-methylquinoline should 
be found even for pH-values down to 5. This should be true for all N-HETs 
investigated due to the lower or comparable pK -values compared to the pK, of 
2-methylquinoline. Furthermore, phenols with pK, > 7 should be adsorbed in 
the neutral form without any influence of the much more polar anions. 


11.3.2.3 Adsorption Isotherms of Mixtures 


The knowledge of adsorption processes of mixtures on the activated car- 
bon is important in the remediation of aromatic compounds in a PRB. The 
adsorption of a compound and therefore its load, is strongly influenced by 
other compounds that may be present in the mixture. Multiadsorption pro- 
cesses were investigated in batch experiments and are present in column 
experiments performed with artificial mixtures and real groundwater. A 
model was developed to fit the isotherms, and Freundlich parameters were 
obtained, which were compared with corresponding parameters from both 
the single-isotherm experiments and column runs. 


11.3.2.3.1 Model to Fit Multiadsorption Processes 


A maximum number of six compounds can be used in commercial models 
(LDF [41] and AdDesignS [36]) to evaluate breakthrough curves in column 
runs. Hence, to compare batch experiments with column runs, a mixture 
consisting of phenol, benzene, toluene, 2-methylquinoline, benzofuran, 
and benzothiophene was used on six different activated carbons: Epibon 
Y12x40 and Hydraffin 30N (Donau Carbon), Norit ROW supra and Norit 
1240 (Norit), and F200 and F400 (Chemviron). The composition was cho- 
sen in such a way that two aromatic hydrocarbons, phenol as the prototype 
of a phenolic compound, and three NSO-heterocycles were present in the 
mixture. As a representative example, adsorption isotherms of the mixture 
investigated using the activated carbon F200 (Chemviron) are shown in 
Figure 11.7. The extreme nonlinear behavior for weak adsorbing compounds 
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FIGURE 11.7 

The experimentally determined mixture loadings (symbols) of a mixture consisting of six com- 
ponents on AC F200 (Chemviron) at T 220 € 3?C in water and a nonlinear global fit (lines) 
using the IAS-model. 


(phenol or benzene) is typical for all activated carbons in the concentration 
range investigated. 

The experimental data points of multiadsorption isotherms were evalu- 
ated by the IAS-model using the Freundlich isotherm as input parameters. If 
all parameters for all compounds (K and n) are known, the IAS-model esti- 
mates the loads of the corresponding equilibrium concentrations. 

For n compounds, a fit with 2n parameters (K and n) is necessary, for 
example, for six compounds, 12 parameters have to be fitted. However, two 
parameters are always connected with the experimental data (equilibrium 
concentrations and corresponding equilibrium loads) for each isotherm. In 
total, 60 data points are typically available. The criteria in the fit are defined 
in Equations 11.6 and 11.7: 


60 
X = Alt -q«) > minimum (11.6) 
qias; = f(K,n,Ceg) for all compounds (11.7) 


where c,,; and q.q; denote the experimental data and o, denotes the fitted 
load from the IAS-model for compound i. 

The load obtained by the IAS-model qras; depends on Freundlich param- 
eters K and n for all compounds, and parameters are varied until the mini- 
mum value for X? is found. The lines shown in Figure 117 are the result of 
such a fit obtained for the activated carbon F200. 
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When K and n were known, a reverse fit was used to simulate multiadsorp- 
tion processes for mixtures in batch experiments. Although six compounds 
were used for comparison purposes, the number of compounds is only 
restricted by the computation time and not by the number of components. 


11.3.2.3.2 Comparison of Activated Carbons 


A number of experiments are necessary to compare different activated car- 
bons for a number of selected compounds. The time-consuming procedure 
to measure adsorption isotherms was the main motivation for the develop- 
ment of an applicable computer program to evaluate Freundlich parameters 
from mixtures, discussed in the previous section. Hence, for a comparison of 
six compounds on six activated carbons, a potential total of 36 experiments 
was reduced to only six experiments using mixtures with six compounds. 
However, suitable analytical methods for the evaluation of mixtures were 
required for all of the components. Freundlich parameters were evaluated 
for six mixtures using six activated carbons and the fit procedure described 
in the previous section was also implemented. The mean Freundlich expo- 
nent n for all 36 adsorption isotherms was found to be n + o = 0.34 + 0.07 
with Daun = 0.29 (benzofuran) and Nmax = 0.45 (benzene) respectively, for the 
six activated carbons. The mean values K for the six compounds investigated 
are presented in Figure 11.8. 
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FIGURE 11.8 

The mean Freundlich adsorption parameter K for six compounds obtained on six different 
activated carbons with relative standard deviations. Data were obtained from adsorption iso- 
therms of the corresponding mixtures at T = 20 + 3°C. 
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Comparing the six activated carbons, an approximate order with respect 
to the adsorption parameter K was as follows: AC(30N) ~ AC(Epibon) < AC 
(ROW) < AC(F200) < AC(1240) ~ AC(F400). However, relative standard devi- 
ations of K vary in the range of 2076-2576 only, surprisingly similar for all 
compounds. 


11.3.2.4 Isotherm Parameters from Column Runs: Comparison 
with Batch Experiments 


As already discussed, contaminated groundwater is a complex mixture of 
compounds with highly variable intrinsic properties and concentrations. 
To our knowledge, there is no available model that calculates breakthrough 
curves in column experiments on activated carbon for such a complex mix- 
ture. This is especially true for mixtures consisting of the number of com- 
pounds investigated in this study, although they are well characterized with 
respect to their concentration. Furthermore, numerous additional param- 
eters (e.g., diffusion coefficients) have to be known to calculate the break- 
through curves. Another possibility is the approximation of breakthrough 
curves using equilibrium models, neglecting time-dependent processes and 
therefore kinetic parameters. Nevertheless, commercially available models 
(e.g, AdDesignS [36] or LDF [41]) take both breakthrough and equilibrium 
curves into account only for a limited number of compounds. 

Artificial mixtures were used to verify the experimental methods and to 
compare batch and column experiments. Two column runs should serve as 
instructive examples. 

In the first example, breakthrough curves of a simple artificial three- 
component mixture (benzene, toluene, and benzofuran), shown in Figure 
11.9, were obtained from port 2 with the column described in the experi- 
mental section (AC Epibon Y12x40, m(AC at port 2) = 15.55 g, flow = 71 mL/ 
min, Gaz 10 mg/L for each component, T=11°C, and run time 63 days). 
Breakthrough curves were calculated with the LDF-model [41], equilibrium 
curves using the IAS-approach described above. Freundlich parameters as 
the main input data for both models were taken from batch experiments, 
as already presented in Table 11.3. Breakthrough curves from LDF were 
adjusted slightly using the necessary (and estimated) diffusion coefficients. 
Concentrations above the inflow concentrations for benzene and toluene are 
typical for desorption processes due to stronger adsorbing compounds and 
were found in all column runs. 

In extension to this three-component mixture, breakthrough curves were 
measured for an artificial six-component mixture (phenol, benzene, tolu- 
ene, benzofuran, 2-methylquinoline, and benzothiophene, concentrations 
were sampled at eight ports, AC Epibon Y12x40, m(AC at port 8) = 70.9 g, 
flow =6.9 mL/min, c; 23-10 mg/L, T=12°C, and run time=80 days). 
Concentrations from port 3 were used to evaluate Freundlich parameters. 
From the LDF-model, the best consistency was found after manual adjustment 
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FIGURE 11.9 

The results of a column run (concentrations obtained from port 2) of a mixture consisting 
of benzene, toluene, and benzofuran on AC Epibon Y12x40 at T= 11?C (run time 63 days). 
Experimental data (upper part inflow concentrations) and breakthrough curves using the LDF- 
model and equilibrium curves (dashed lines) are shown. 


(with respect to diffusion coefficients) of the breakthrough curves with the 
Freundlich parameters summarized in Table 11.4. 

From three different experimental methods and associated evaluations 
presented in Table 11.4, the variability of the Freundlich parameters obtained 
in this study was estimated to be in the range of 20%-30%. 


11.3.3 Compound Ranking from Column Runs 


A number of column runs were performed for “biotic” and “abiotic” con- 
ditions as explained and described in the experimental section. Mean con- 
centrations of all compounds at the beginning of the experiment, and the 
standard deviations within the 98-day run time for both columns are sum- 
marized in Table 11.5. Concentrations were stable within 1096-2096. However, 
due to assumed adsorption processes in the storage container, concentra- 
tions at the beginning varied by about a factor of 2 (see Table 11.5) for the 
strong adsorbing compounds (e.g., 2-methylnaphthalene or the high molecu- 
lar PAH). 

For comparison purposes, individual front velocities were defined for 
all compounds in the columns. Therefore, nine samples at intervals of 10 
days from eight individual positions (seven ports and an influent), each 
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TABLE 11.4 


A Comparison of Freundlich Adsorption Parameters n and K (mg! g” L”) of 
Benzene, Toluene, Phenol, 2-Methylquinoline, Benzofuran, and Benzothiophene 
for AC Epibon Y12x40, Using Three Different Experimental Methods 


Adsorption Isotherm—Freundlich Parameters 


Batch Single Compound Batch Mixture Column Mixture 

Compound K N K N K N 

Benzene 21 0.42 30 0.52 33 0.42 
Toluene 51 0.38 57 0.33 63 0.38 
Phenol 42 0.34 43 0.15 42 0.33 
2-Methylquinoline 48 (pH « pK,) 0.20 163 0.15 100 0.25 

156 (pH > pK) 0.21 

Benzofuran 93 0.31 71 0.26 92 0.31 
Benzothiophene 149 0.27 136 0.31 142 0.35 


Note: Batch single compound: See results summarized in Table 11.3 (for benzofuran and 
2-methylquinoline mean values were used); batch mixture: from a fit of a mixture of the 
six compounds specified using the [AS-model; column mixture: from a fit using the LDF- 
model [61] of a column experiment with the six compounds specified. Note the different 
temperatures used: T(batch) = 20 + 3°C and T(column) = 12 + 2°C. 


representing a given mass of activated carbon Dm cl, were taken and sub- 
sequently analyzed. A total of 58 compounds were analyzed and more 
than 4000 concentrations were obtained. The fraction c;/c, was calculated 
from the individual influent concentration (cy) obtained at time t and port 
i (index i = 0-7 represents the influent and port 1-7). The mass of activated 
carbon (Mac) for a given port was calculated from the position of the port 
and the column dimensions. The boundary condition c/c = 0.5 defines 
the amount of loaded carbon (m,) for an individual compound. Using a 
Fortran-program m, at time t was obtained from a plot of c/c, versus Mac 
by interpolation below and above c,/c,= 0.5. The linear regression of m, 
versus f leads to the mean adsorption front velocity v = m, /t (in mg of 
loaded activated carbon per hour). The number of data points in linear 
regressions performed as described above varied between 2 and 9. The 
breakthroughs of phenol and benzene were rapid and only the first two 
measurements could be used. However, almost all of the data points were 
applicable for strong adsorbing compounds such as anthracene or the cor- 
responding N-HET acridine. 

A strong linearity was found with a mean correlation coefficient for all 
linear regressions performed of R = 0.97. However, errors for strong adsorb- 
ing compounds were high, with the worst correlations found for pyrene 
(R = 0.58/0.74). 

Front velocities of all compounds analyzed for both columns are presented 
in Figure 11.10. In addition, the errors of slopes from the plot of m, versus t 
are included as error bars in Figure 11.10. Front velocities for both columns 
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FIGURE 11.10 

A comparison of front velocities in the “biotic” and “abiotic” columns. Front velocities are 
defined as the mass-loaded activated carbon per time (in mg/h). Front velocities obtained from 
nine concentrations in maximum were found to be linear within the run period for both col- 
umns (98 days). Error bars are uncertainties of the slope of the velocity functions. A fast break- 
through for phenol and benzene was found and the front velocities of both compounds were 
obtained only from two concentrations. See text for the definition of velocities used. 


were comparable and it was not possible to detect differences for any com- 
pound within the statistical uncertainties. Nevertheless, for the “abiotic col- 
umn” any potential biological degradation was inhibited as discussed in 
the experimental section. Hence, processes on this column, although using 
real groundwater, are not influenced by degradation reactions of micro- 
organisms, and pure adsorption was observed. The order of compounds, 
sorted by front velocities and presented in Figure 11.10 was used to rank all 
compounds (see Table 11.5) with respect to their adsorption behavior. 
Qualitatively and as assumed from their adsorption parameters, phenol 
and benzene were the worst-adsorbing compounds (see order in Table 11.5), 
and pyrene and fluoranthene were the best. The worst-adsorbing heterocy- 
cles were benzofuran (O-heterocycle), benzothiophene (S-heterocycle), and 
isoquinoline (N-heterocycle). Unfortunately for many of the compounds, 
Freundlich parameters N and K were not determined in this study and are 
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not available in the literature. It is worth noting that the ranking shown in 
Figure 11.10 is not correlated with concentration (see also Table 11.5). As an 
example and in agreement with the Freundlich parameters summarized in 
Table 11.3, the front velocity of naphthalene (c; = 5864 ug/L) was lower com- 
pared to isoquinoline (c; = 15 ug/L). 


11.3.4 Efficiencies of Permeable Reactive Barriers 


The efficiencies of two PRBs in Karlsruhe (Germany) and Brunn am Gebirge 
(Austria) were investigated with respect to the adsorption of PAHs, phenols, 
NSO-heterocycles, BTEX, and related compounds in four field campaigns. In 
addition, concentrations at both sites were compared with data from the site 
Liinen (Germany), where a reactive barrier was originally planned but still 
not realized. 


11.3.4.1 Characterization of Sites 


Samples from wells on the contaminated sites as well as from the influ- 
ent and effluent waters of the PRB itself were analyzed. In addition, on-site 
parameters and concentrations of anions and selected cations (median val- 
ues) are presented in Table 11.6. Laboratory experiments were performed 
with groundwater from another site in Lünen (Germany) and data from this 
site were also included in Table 11.6. 

Although the composition of water samples from different wells on a 
given site can vary, the median values of all samples taken over a number 
of years (always within the period July to November) should serve as a 
general overview of the chemical characterization. Redox potentials are 


TABLE 11.6 


On-Site Parameters, Concentrations of Anions, and Selected Cations (Median 
Values, N = 30-40, Site Dependent) for the Contaminated Sites 


c(CI) c(NO;) c(SO?) CN" 


T c(O,) K Vrea 
Site (C) mg/L mS/cm! (mV) pH mg/L 
Lünen 12.5 0.1 2:5 —232.0 7.1 44.0 (0.1) 761.0 0.66 
Karlsruhe 142 0.2 1.1 —149.0 6.9 51.0 (0.1) 123.0 0.21 
Brunn 15:1 0.2 1.9 -78.5 6.9 370.5 (0.1) 122.5 0.07 
c(Ba) c(Ca) c(Fe) c(K)  c(Mg) c(Mn) c(Na) c(Sr) 
Site mg/L 
Lünen 0.1 245.5 0.3 11.8 69.1 1.1 96.4 SL 
Karlsruhe 0.3 172.5 3.8 123 23.6 0.6 26.2 0.5 
Brunn 0.2 205.5 1.8 7.1 55.6 1.2 93.1 22 


Note: Values in parentheses for nitrate are detection limits. 
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negative with very low oxygen concentrations (c(O,) « 0.5 mg/L), neutral 
pH values in the range of pH = 7, conductivities between 1 and 3 mS/cm, 
and temperatures of 12-15°C are typical values for the on-site parameters 
of the three sites investigated. Nitrate concentrations are typically low and 
sulfate concentrations are high in Lünen. High concentrations of chloride 
are typically present in Brunn. Cyanide concentrations (analyzed as the 
sum of bound cyanide and free cyanide) were analyzed in Lünen and 
found without exception to be below detection limits. Concentrations of 
cyanide in Lünen with 660 ug/L are approximately a factor of 3 higher 
compared to the site in Karlsruhe and a factor of 10 higher compared to 
the site in Brunn. 

Typical Fe and manganese concentrations were found to be in the range 
of 0.5-4 mg/L. However, severe problems with respect to clogging were not 
reported for both PRBs in Karlsruhe and Brunn. 

The maximum concentrations found at the three sites investigated are pre- 
sented in Table 11.7, based on more than 20 samples from different wells. 
Compounds summarized in Table 11.7 represent the spectrum of all com- 
pounds analyzed. The maximum concentrations were determined from dif- 
ferent contaminated wells (wells 12Q, 22Q, and 230 for site Lünen, well AB12 
for site Karlsruhe and the influent at gate 2, and well B7 and B2006/31 for site 
Brunn am Gebirge). However, it has to be noted that at least in one sample 
from each site, concentrations for all compounds were found below detection 
limits. In addition to some potential degradation products such as hydroxyl- 
ated hydrocarbons, nitroaromatics were analyzed in field campaigns in 2007. 
Concentrations of these compounds (often below detection limits) are also 
presented in Table 11.7. 


11.3.4.2 Reactive Barrier in Karlsruhe (Germany) 


Although the total concentrations in one of the most contaminated zones 
in Karlsruhe are in the range of 1800 ug/L, the influent concentrations at 
the gates of the barrier are low (maximum values of ~50 ug/L). Moreover, 
most of the mass (about 90%) at the gates results from the concentration of 
acenaphthene. Heterocycles were present in the main contaminated region 
(71676 of the total); however, they play no role at the gates, with concentra- 
tions below 1 ug/L. Nevertheless, for all compounds, effluent concentra- 
tions were found to be below detection limits and the efficiency of the PRB 
was >98% after more than 8 years of operation. Using a mean flow of approx- 
imately 1 L/s for one gate and a maximum total concentration of 50 ug/L, the 
mass inflow was in the range of 1-2 kg/year. This was found to be valid for 
one gate (and therefore one reactor) for approximately 12 tonnes of activated 
carbon. Hence, the estimated mean load of activated carbon was «1% even 
after a PRB operating time of 8 years. In contrast to organic compounds, the 
retardation of cyanide was low and concentrations of cyanide in the influent 
and effluent were found to be comparable. 
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11.3.4.3 Reactive Barrier in Brunn am Gebirge (Austria) 


The plume direction of the PRB in Brunn am Gebirge (Austria) was focused 
on gate 2 with a very high total concentration of approximately 5600 ug/L. 
Total concentrations at the neighboring gates 1 and 3 were a factor 100 (gate 3) 
and factor 1000 (gate 1) lower, respectively. The fraction of NSO-heterocycles 
at gate 2 was found to be approximately 7%, predominantly determined by 
benzothiophene (180 ug/L), dibenzothiophene (120 ug/L), and carbazole 
(50 ug/L). 

Effluent concentrations were found to be below detection limits for all 
compounds, and the efficiency of the PRB was >99% after more than 9 years 
of operation. Using the minimum flow for the whole barrier (0.5 L/s) as an 
assumed value for gate 2 and a maximum total concentration of 5600 ug/L, 
the mass inflow at gate 2 was in the range of 50-100 kg/year. This mass is 
valid for gate 2 with approximately 6 tonnes of activated carbon. Hence, the 
estimated load for all compounds on activated carbon based on an operating 
time of 9 years of the PRB was approximately 775-1576. The loads for gates 1 
and 3 were much lower and assumed to be below 1%. 

In agreement with the measurements at the PRB in Karlsruhe (Germany) 
and in contrast to organic compounds, the retardation for cyanide was low 
and the cyanide concentrations in the influent and effluent were comparable. 


11.4 Conclusions 


Analytical methods and extraction procedures were developed to investi- 
gate a complex spectrum of aromatic compounds that are typically found in 
groundwater samples. In addition to BTEX and the 16-EPA PAH, these include 
phenols, NSO-heterocycles, and further-related aromatic compounds, such as 
alkylated PAHs. This spectrum of compounds was detected in the analysis of 
tar oils and groundwater from different contaminated sites. However, in addi- 
tion to a basic set (including 16-EPA PAH, NSO-heterocycles, BTEX, and phe- 
nols), the spectrum of compounds analyzed varied during the investigation. 
In the field campaigns, BTEX, indane and indene, and several PAHs (e.g. 
naphthalene, acenaphthene, fluorene, and phenanthrene) were present. 
Methylnaphthalenes and dimethylnaphthalenes were found in high concen- 
trations and should be included in sampling programs. However, concen- 
trations of 1,8-dimethylnaphthalene were usually below the detection limit. 
The most commonly found heterocycles were benzothiophene, benzofuran, 
dibenzofuran, 2-methylquinoline, carbazole, acridine, and phenanthridi- 
none. High molecular PAHs were generally found in low concentrations (for 
instance concentrations of dibenzo(a,h)anthracene were below the detection 
limit in all samples). Remarkable concentration differences were detected 
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for isomers. Hence, naphthalenes substituted in 1-position (e.g., methylated, 
ethylated, or hydroxylated derivatives) were found in higher concentrations 
compared to the corresponding 2-substituted naphthalenes. Furthermore and 
in contrast to concentrations of 2-phenylpyridine, 3- and 4-phenylpyridine 
were usually found below detection limits. 

Adsorption isotherms on activated carbons (using especially Epibon 
Y12x40 from Donau Carbon) were obtained from batch experiments for both 
single compounds and mixtures. In addition, Freundlich parameters for 
both experimental methods were compared with column runs. Freundlich 
parameters were in satisfactory agreement using different experimental 
methods with a 2076-3076 variation. However, adsorption parameters for 
many compounds found in contaminated groundwater (e.g., methylated 
naphthalenes and methylated NSO-heterocycles) have not been published 
in the literature. From the few values available, qualitatively, the adsorption 
of S-heterocycles seems to be comparable with the corresponding parent 
hydrocarbons, whereas the adsorption of N-HETs was generally found to be 
lower. Adsorption parameters of O-heterocycles could be qualitatively clas- 
sified between S- and N-HETS (for the same parent structures). These rules of 
thumb are in agreement with analytical results. O- and S-heterocycles were 
analyzed with comparable detection limits for GC-MS, whereas LC-MS/MS 
was found to be a method with the lowest detection limit for the much more 
polar N-HETs. 

The pH-dependent adsorption of 2-methylquinoline as an example of an 
N-HET was determined. As assumed and in agreement with results from 
comparable amines and carboxylic acids, the adsorption of the neutral com- 
pound (e.g, at pH > pK,) was found to be higher compared to the corre- 
sponding cation at pH « pK,. However, even for 2-methylquinoline with 
pK, - 5.86, a maximum adsorption was found for pH » 6. Hence, a pH- 
dependence is not considered to be important for the N-HETS investigated in 
a theoretical discussion of the efficiency of PRBs. 

In addition to the efficiency of PRBs for organic compounds using adsorption 
parameters for activated carbon, NSO-heterocycles were also investigated in 
the study. Only a few adsorption isotherms are available. However, an overall 
assessment and a comparison of adsorption parameters of NSO-heterocycles 
with their parent hydrocarbons is possible. Benzene and phenol were the 
compounds with the lowest adsorption capacities and with the fastest break- 
through in column runs. However, although not investigated, pyridine and 
methylpyridines were assumed to be N-HETs with even lower Freundlich 
parameters and lower adsorption capacities. Hence, pyridine and derivatives 
should be included in future investigations. A ranking was conducted based 
on column runs and benzofuran was found to be the heterocycle with the 
lowest adsorption capacity. The adsorption capacity of benzothiophene was 
higher (compared to benzofuran) and comparable to indane. 

From the results obtained, general conclusions can be drawn with respect 
to the design and operation of reactive barriers using activated carbon. In the 
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two PRBs investigated and found in all measurement campaigns, concentra- 
tions were reduced by more than 98%, a value even true for the polar phenols 
and heterocyclic compounds. The successful remediation was obtained after 
more than 9 years of operation. The concept of using activated carbon as an 
adsorbent in PRBs appears suitable for the removal of nonpolar aromatics 
and corresponding polar polyaromatic hydrocarbons and related aromatics 
and phenols. 

Field measurements were qualitatively confirmed in column experiments 
and by adsorption measurements conducted in the laboratory. As already 
discussed above, lead substances such as phenol, benzene, and benzofuran 
were identified. In addition, pyridines should be included in future monitor- 
ing campaigns. 

Measurements of the PRB influents showed a strong spatial and tempo- 
ral variability in the concentration and associated loads of the investigated 
compounds. Strong differences at different positions of the activated-carbon 
reactors have to be considered when designing a reactive barrier. To assess 
the capacity of a PRB, knowledge of the concentrations and loads at differ- 
ent positions of the planned site of the reactive barrier is essential. However, 
extrapolating concentration measurements from localized hot spots on the 
contaminated site is not recommended. 
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12.1 Introduction 


In February 1999, Orica Australia Pty Ltd (Orica) constructed the first reac- 
tive iron barrier in Australia, and indeed in the Southern Hemisphere. 
Although at that time it was the 36th such barrier that the technology licen- 
sors, EnviroMetal Technologies, Inc. (ETT), had designed, it was the first time 
they had designed one for such high volatile chlorinated hydrocarbon (CHC) 
concentrations in a high-sulfate low-pH aquifer. 

It was also one of the first times Orica had undertaken a groundwater reme- 
diation project. In October 1996, Orica's predecessor, ICI Australia Pty Ltd’ 


* When the parent company ICI plc in the United Kingdom divested its major shareholding 
in ICI Australia in 1997, a new independent Australian company was formed, which became 
known as Orica in February 1998. 
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had issued a report on site investigation, the ICI Botany Groundwater Stage 2 
Survey (Woodward-Clyde, 1996), which was a thorough investigation of con- 
temporaneous and historical operations, hydrogeology, impacted soil, ground- 
water, surface water, sediment, marine biota, soil vapor emissions, and related 
human health risks in and around ICI Australia's Botany site. The Stage 2 
Survey also included a section on remediation technology options, including 
zero-valent iron (ZVI) permeable reactive barriers (PRBs). ZVI PRB technology 
was identified as the preferred technology for remediating shallow groundwa- 
ter discharging into a surface drain known as Springvale Drain. To evaluate 
this and a number of other cleanup options, ICI Australia (and subsequently 
Orica) embarked on a program of remediation technology review, research, 
and development, which continues today. 

As one of the first steps in this remediation technology research program, 
ICI Australia convened a workshop in April 1997, inviting a number of lead- 
ing Australian and international experts on contaminated sites. One of the 
workshop participants was John Vogan, president of ETI, who discussed 
potential application of the reactive iron barrier. ETI presented ICI Australia 
a proposal for a staged process to evaluate reactive iron barrier technology 
in the context of the Botany groundwater. 

The purpose of the barrier was to evaluate the efficacy of the technol- 
ogy for destroying a number of specific aqueous-phase CHCs. Therefore, a 
pilot-scale barrier was designed conservatively—based on results of exten- 
sive laboratory column trials—and was constructed as precisely as possible, 
incorporating a large array of monitoring locations. An initial monitoring 
period of 9 months was extended to 19 months, although subsequent infre- 
quent monitoring has revealed some significant developments in the bar- 
rier's cleanup capabilities. 

Being the first of many kinds, this technology evaluation project presented 
a number of significant design, procurement, and construction challenges. 


12.2 Background 


Orica (and its predecessor ICI Australia) has manufactured a wide range of 
organic and inorganic chemicals at its Botany site—now known as the Botany 
Industrial Park (BIP)—since the early 1940s. The first stage of a ChlorAlkali 
Plant was commissioned in 1944, producing chlorine, caustic soda (sodium 
hydroxide), and hydrogen. To facilitate expansion of caustic soda production, 
downstream CHC plants were progressively added, including 


* Carbon tetrachloride (CTC), 1945-1952 
* Trichloroethylene (TCE), 1948-1977 
* CTC and tetrachloroethene (perchloroethylene, PCE), 1963-1991 
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* Ethylene dichloride (EDC, also known as 1,2-dichloroethane or 
1,2-DCA), 1966-2001, which included production of vinyl chloride 
monomer (VCM) and polyvinyl chloride (PVC) up to 1997 


In the early years of operations at BIP, statutory controls for effluent man- 
agement, treatment, and disposal were minimal. Indeed, up until 1958, no 
trade wastewater discharges were connected to sewers, and trade waste 
was discharged directly to a man-made unlined stormwater drain known 
as Springvale Drain, which flows to Botany Bay, or to on-site soak-away 
ponds. The equipment was likely to have been drained and decontaminated 
onto the plant floor, with the waste draining into effluent pits and drains 
that had some degree of leakage. As the site is underlain by sandy soil, liq- 
uids quickly drain away. Waste products from the CHC plants were typi- 
cally stored in steel drums pending treatment or disposal—often for long 
periods in open unpaved areas. In some areas, the drums corroded and 
leaked their contents into the ground. As a result, extensive soil contamina- 
tion occurred, which eventually led to contamination of the groundwater 
beneath the site. 

The BIP is located approximately 10 km south of downtown Sydney and 
about 1.5km hydraulically upgradient (northeast) of Botany Bay, at the 
southern end of the Botany Sands Aquifer—a high-yielding groundwater 
resource. (An abundant source of high-quality groundwater was one of 
the reasons the location was chosen to establish the site in the 1940s.) The 
Botany Sands Aquifer stretches in the form of an arc from Bondi Beach 
in the east, through Centennial Park and Moore Park in the north, St 
Peters and Tempe in the northwest, around the western side of Botany Bay 
through Brighton-Le-Sands and Ramsgate, and encompassing the Kurnell 
peninsula in the south. 

Groundwater quality in the vicinity of BIP is affected by natural organic 
compounds and sulfides, and low pH. The natural contaminants are largely 
artifacts of the coastal swamps and dunes that characterized the area for 
the last 10-15,000 years. The aquifer lithology consists of fill, Aeolian sands 
intercalated with discontiguous peat layers, overlying a generally competent 
clayey sand layer immediately above the sandstone bedrock (Woodward- 
Clyde, 1996). Around the BIP, the aquifer thickness is typically 20-40 m 
and the depth to the groundwater is generally 4-6 m below ground surface 
(bgs), progressively reducing on Southlands and toward Botany Bay (Figure 
12.1). Hydraulic conductivity of the aquifer is high, generally 10-40 m/day. 
Regional groundwater flow is southwesterly toward Botany Bay. 

A number of environmental investigations and regular monitoring events 
have been conducted on and around the BIP since 1989. Several groundwa- 
ter plumes have been identified originating from up to nine inferred source 
areas. These are shown in Figure 12.1, together with some key infrastructure, 
groundwater flow direction, and an indication of the overall 1 mg/L CHC 
plume envelope. 
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FIGURE 12.1 
Botany groundwater location plan. (From Orica Ltd.) 


All plumes originate from multicomponent source areas denoted with the 
letters S, C, and N (standing for Southern, Central, and Northern, respec- 
tively), corresponding with the grouping as follows: 


* Southern Plumes—Comprising primarily CTC, PCE, TCE, and EDC 
(and their daughter products including VCM and chloroform) from 
former CTC, PCE, and TCE production. 


* Central Plume—Comprising primarily EDC with lower concentra- 
tions of TCE, VCM, and other daughter products from the former 
EDC to PVC manufacturing processes. 


* Northern Plumes—Comprising mainly EDC. It is believed that 
these plumes were mainly formed from the historical movement of 
the Central Plume toward the former large-scale industrial ground- 
water abstraction well fields north/northwest of the site in the 1960s 
to the 1980s. It is also likely that other CHCs were derived from cor- 
roding drums of CHC waste in the former open-air waste-storage 
areas. There is also a CTC plume associated with a former tank farm 
and loading bay (N4). 
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TheStage 2 Botany Groundwater Survey (Woodward-Clyde, 1996) included 
an assessment of soil and groundwater remediation technologies available at 
the time. A number of technologies were identified that could be applied to 
the range of CHCs associated with ICI Australia's historical operations. In 
an effort to develop a better understanding of some of the most promising 
remediation options, in August 1996, ICI Australia attended a Remediation 
Technologies Development Forum (RTDF) conference in the United States 
on PRB technologies, which introduced ICI Australia to some of the world's 
leading proponents and practitioners of those technologies. 

Following the conference, ICI Australia invited a number of Australian 
and international experts in site investigation and cleanup technologies— 
including both biological and abiotic PRBs—to participate in a project- 
specific workshop in Sydney in April 1997. One of the participants of the 
workshop was John Vogan, president of ETI. ETI was the commercial arm of 
the University of Waterloo established to commercialize the ZVI technology 
developed by Professor Bob Gillham and the late Stephanie O'Hannesin at 
the University of Waterloo. At that stage, ZVI technology was in its infancy— 
the first commercial reactive iron barrier had been installed in Sunnyvale, 
California in 1995 (USEPA, 1998). Yet, it appeared that ZVI could be used 
in the Southern Plumes where CTC, PCE, and TCE were the dominant con- 
taminants, and EDC was a relatively minor component. This was an impor- 
tant consideration because it was known that ZVI could not degrade EDC or 
dichloromethane (DCM, methylene chloride). At that time, discharge of the 
Southern Plumes in shallow groundwater to Springvale Drain represented 
the largest mass flux of contaminants from the site to the environment. 
However, the Botany site presented some significant hydrogeochemical chal- 
lenges that had not been previously encountered with reactive iron barriers: 


* Dissolved-phase CHC concentrations up to 220 mg/L 
* Low pH (pH « 5) 

* Elevated sulfide concentrations (230 mg/L) 

* High dissolved organic carbon (DOC) (2500 mg/L) 

* Arange of volatile fatty acids 


To address these challenges and to enable a thorough evaluation of this 
emerging technology, it was agreed that a conservative and rigorous approach 
must be adopted. During the workshop, a conceptual design for a pilot-scale 
reactive iron barrier was developed. ICI Australia's environmental consul- 
tants Woodward-Clyde Pty Ltd, in consultation with ETI, subsequently pre- 
pared a proposal for ICI Australia setting out a staged process comprising 


* Site selection 


* Site, hydraulic, and geochemical characterization (to validate the 
selected site and to provide baseline data) 
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* Column trials in a University of Waterloo laboratory using ground- 
water from the Botany site 


* Design and construction of a reactive iron barrier 
e A 9-month monitoring program 
* Detailed reporting and evaluation 


While still in Australia for the workshop, John Vogan also met the 
New South Wales Environment Protection Authority (NSW EPA) and the 
Community Liaison Committee (CLC, a consultative committee comprising 
local residents, councils, industry, regulators, ICI Australia, and its consul- 
tants) to discuss the ZVI technology and how it was proposed to be evalu- 
ated in the context of the Botany Groundwater Project. Such consultative 
measures were an important element in gaining regulatory approval and 
community stakeholder acceptance for implementing the pilot-scale trials of 
this relatively novel technology. 


! E 


12.3 Selected Site 


The selected location for the pilot-scale reactive iron barrier was on a vacant 
block of land, known as Southlands, which was owned by ICI Australia and 
located adjacent to the main manufacturing site on the hydraulically down- 
gradient side. Figures 12.1 and 122 illustrate the location of Southlands rela- 
tive to the manufacturing site. It was proposed to install the barrier near the 
northwestern corner of the eastern area (known as Block 1) of Southlands, 
hydraulically upgradient of Springvale Drain. 

Springvale Drain was an unlined drain believed to have been excavated 
during the late nineteenth century to aid the dewatering of the swampy land 
in the area. Up until the commissioning of Orica's Groundwater Treatment 
Plant and hydraulic containment (groundwater extraction) network (see 
below) in 2006, Springvale Drain continued to intercept shallow ground- 
water in the vicinity of Southlands, and consequently provided an expe- 
dited pathway for contaminants in the shallow groundwater to flow into 
Penrhyn Estuary and subsequently into the Botany Bay. Today, as a conse- 
quence of the lower water table due to Orica's groundwater extraction, shal- 
low groundwater does not typically discharge into the Southlands section of 
Springvale Drain. However, at the time of the pilot-scale barrier design and 
construction, it was anticipated that, if a full-scale reactive iron barrier were 
to be installed, it would be installed on Southlands upgradient of Springvale 
Drain so as to prevent the ongoing discharge of contaminants into the drain. 

The position of the pilot-scale reactive iron barrier was selected to inter- 
cept part of the Southern Plumes contaminated predominantly with PCE, 
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FIGURE 12.2 
BIP and surrounds. (From Orica Ltd.) 


CTC, and TCE. The hydraulic and chemical properties of the groundwater at 
that location were confirmed by installing a large array of monitoring wells 
upgradient, cross-gradient, and downgradient of the proposed pilot-scale 
reactive iron barrier location. Several sacrificial wells were also installed in 
the proposed location of the barrier, and were subsequently destroyed when 
the barrier was constructed. 

Predesign hydraulic characterization of the proposed pilot-scale site 
comprised: 


* Installation of nine wells up to a depth of approximately 4 m (fully 
screened across the water table) 


* Collection of water-level data to provide shallow groundwater flow 
direction (to align the pilot-scale barrier perpendicular to the flow 
regime) 

* Installation of two multilevel wells to assess vertical gradients 

* Detailed hydraulic testing of variation in aquifer permeability 

* Insitu groundwater velocity measurement using a velocity probe 

* Electrical conductivity and y-logs of the aquifer 


Predesign geochemical characterization indicated that the upper 4 m of 
the shallow aquifer was relatively clean, and that high concentrations of the 
target CHCs were relatively consistent below 5 m. 
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12.4 Laboratory Column Trials 


To evaluate the feasibility of employing a reactive iron barrier to degrade 
the target contaminants with negligible hydraulic and hydrogeochemi- 
cal impacts on the aquifer, a series of column trials were conducted at the 
University of Waterloo under the supervision of ETI. The column trials were 
conducted using a 50 cm Plexiglass column constructed with seven sampling 
ports and filled with iron granules sourced from two different Australian 
suppliers (see Figure 12.3). Groundwater sourced from the ICI Australia 
Southlands site was pumped through the column at a flow rate similar to the 
groundwater velocity. Water samples were collected from the column influ- 
ent and effluent, and the seven sampling ports. 
The objectives of the column trial were 


* Assess the feasibility of employing ZVI using the site's groundwater 


* Determine the degradation rates (an important parameter for deter- 
mining the appropriate flow-through thickness of a reactive iron 


barrier) 
Effluent 
sampling port 
Plexiglass 
column with 
Groundwater sampling 
reservoir ports 
Effluent 
reservoir 
Influent 
sampling port 
Pump 
FIGURE 12.3 


Schematic diagram of ZVI column trial arrangement. (Adapted from EnviroMetal Technologies 
(ETI). 1998. Bench Scale Treatability Report of the EnviroMetal Process Using Groundwater from 
the Orica Botany Facility. Prepared for SHE Pacific Pty Ltd. EnviroMetal Technologies, Inc., 
Waterloo, ON (unpublished). 
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* Characterize the degradation products (to confirm contaminant 
destruction and to determine whether any more harmful substances 
might be formed) 


* Quantify Eh and pH changes (although the redox potential of the 
groundwater samples changed following sampling and transport to 
Canada, the step change in Eh as the groundwater passed through 
the ZVI was a relevant parameter to monitor to evaluate the PRB 
performance) 


* Monitor changes in inorganic geochemistry (in part to indicate 
whether mineral fouling of the reactive iron barrier might occur) 


* Characterize microbial activity (which could result in biological 
fouling of the reactive iron barrier might occur) 


* Compare Australian-sourced granular iron reactivity and perfor- 
mance (including potential longevity) 


* Provide predesign data for a potential pilot-scale reactive iron barrier 


ETI issued results of the completed column trials to Orica in August 1998. 
The trials concluded that the principal target contaminants CTC and PCE 
were degraded, but the reaction half-lives higher than ETI had previously 
experienced with other sites' groundwater and other iron sources. ETI attrib- 
uted the slower degradation rates to the presence of very high concentra- 
tions of DOC (2500 mg/L) in the Botany groundwater. ETI postulated that 
the DOC could be coating the iron surface or entraining PCE in solution, 
preventing reaction. The column trial results also indicated typical Eh val- 
ues, but the groundwater pH—in both the influent and effluent—was lower 
than at other clients' sites. There were no signs of biological fouling or min- 
eral precipitation, which were important considerations for barrier longev- 
ity. Importantly, an Australian iron source—Master Builders Australia Pty 
Ltd—was also validated. 


12.5 Pilot-Scale Barrier Design 


As indicated above, the column trials were also intended to provide pre- 
design data for a potential pilot-scale reactive iron barrier. On the basis of 
ETT' calculations of contaminant half-lives (45 h for PCE and 1-2 h for CTC) 
and the site conditions (such as groundwater velocity), the following design 
parameters were recommended: 


e Barrier width Ge, perpendicular to the groundwater flow): 5 m 
* Barrier height: 3.5 m (installed 4 m bgs) 
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* Barrier flow-through thickness: 1.5 m (equivalent to about 10 days' 
residence time in the barrier based on a conservative 0.15 m/day 
estimate for groundwater velocity) 


The large flow-through thickness was recommended to ensure complete 
degradation of the PCE and evaluation of the formation and destruction of 
degradation products through the barrier. 

Groundwater modeling demonstrated that the intended iron had a suit- 
able permeability relative to the aquifer material. Pea gravel was therefore 
not required to be installed upgradient or downgradient of the barrier. 

The design of the barrier and the construction method were collabora- 
tively developed by ETI, Woodward-Clyde, and Orica. Two key consider- 
ations were given to the design and construction method: 


1. The precision of the barrier dimensions 


2. The quality of the data that could be obtained from monitoring the 
barrier 


To achieve these, it was decided to construct the barrier using sheet piling 
and to install the monitoring wells and bundle piezometers in the barrier 
attached to a frame (which ensured that the precise location—laterally and 
vertically—of each monitoring point was known). Installing the monitoring 
wells and piezometers attached to a frame also made construction signifi- 
cantly easier—the complete monitoring network could be inserted into the 
excavation before the iron and overlying sand were backfilled into the exca- 
vation. The construction sequence is shown in Figures 12.4 through 12.9. 


FIGURE 12.4 
Installing 12-m-long sheet piles (note the existing monitoring-well network to characterize the 
trial area). (From Orica Ltd.) 
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The pilot-scale barrier was constructed in February 1999. John Vogan vis- 
ited the site to supervise the construction. He also updated the CLC during 
a construction site visit on the status of PRBs for groundwater treatment. By 
February 1999, there were 22 full-scale and 14 pilot-scale installations around 
the world (all in North America and Europe). 

Construction of the pilot-scale barrier at Botany occurred in a number of 
steps: 


1. Sheet piles of 12 m length were installed 11 m bgs (see Figure 124). 
Although this was the design depth, piling to this depth was diffi- 
cult due to the dense-flowing sand. The water table in the construc- 
tion area was approximately 1 m bgs or less. 

2. The soil within the nominally 5 x 1.5 m sheet-piled "rectangle" (see 
Figure 12.10) was excavated to 7.5 m bgs. 

3. Prior to backfilling the excavation, it was filled with water. (The 
excavation had only been partially dewatered to prevent sheet pile 
collapse) The water served two purposes: 

* It prevented upwelling of sand and groundwater from the base 
of the excavation. 

* Itenabled the backfilled iron and sand to settle more uniformly 
across the entire length and breadth of the excavation. 

4. The three monitoring wells and 27 bundle piezometers were inserted 
into the excavation attached to a steel frame (see Figure 12.5). 

5. Seventy-two 1-ton bags of granular iron were poured into the exca- 
vation (see Figure 12.6). It was backfilled to a depth of approximately 


FIGURE 12.5 
Inserting monitoring wells and bundle piezometers on a frame into the excavation. (From 
Orica Ltd.) 
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FIGURE 12.6 
Installing granular iron from 1 tonne bulk bags (note dust masks and the excavated sand in the 
background). (From Orica Ltd.) 


4 m bgs. Some of the bulk bags had an inner plastic liner. After two 
of these liners inadvertently slipped into the excavation while dis- 
charging the iron (and could not be recovered), reinforcement mesh 
was installed on top of the excavation to capture other liners (see 
Figure 12.7). 


6. The excavation was filled to the surface with clean sand (see Figure 
12.8). The excavated sand was not reused to avoid complicating 
results from the trial with possible contamination in the excavated 
material. 


FIGURE 12.7 
Installing granular iron into the excavation. (From Orica Ltd.) 
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FIGURE 12.8 
Backfilling the top 4 m with fresh sand. (From Orica Ltd.) 


7. The finished reactive iron barrier was then capped with concrete 
and well monuments were installed for each of the groundwater- 
monitoring locations (see Figure 12.9). 


Further construction details are illustrated in Figures 12.10 and 12.11. 
Figure 12.10 shows the irregular shape of the sheet piling. As the critical 
dimension in terms of barrier performance was the flow-through thick- 
ness, the opposing sheet piles were aligned and separated by a minimum of 
1535 mm—slightly more than the design thickness, but dictated by the piles’ 
configuration and dimensions. 


FIGURE 12.9 
The completed pilot-scale reactive iron barrier with a protective concrete cap. (From Orica Ltd.) 
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FIGURE 12.10 
Plan view sketch of the sheet-piled excavation (nominal dimensions in millimeters). (From 
Orica Ltd.) 


Figure 12.11 illustrates the array of bundle piezometers and monitoring 
wells within and immediately adjacent to the reactive iron barrier. Three 
longitudinal transects (i.e., along the groundwater flow path) comprising 
piezometers and nested wells at three depths were used to evaluate the 
chemical composition of the groundwater. Three transects were installed 
to evaluate whether "edge" effects were caused by differential permeability 
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Plan and cross-section views of monitoring locations in and adjacent to the pilot-scale reactive 
iron barrier. (From Orica Ltd.) The groundwater table was approximately 1 m bgs. 
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between the iron and surrounding sandy soil matrix. The long-screened 
wells were installed with the intention of monitoring groundwater veloc- 
ity and direction with in situ velocity probes (gauging groundwater depths 
ultimately became a more reliable method of doing this). 

In October 2000, two bundle piezometers were added, installed in the iron 
bed 0.2 m from the front face (to measure CTC—see Section 12.6). 


12.6 Groundwater Sampling and Analysis 


The groundwater monitoring program was developed by Woodward-Clyde. 
Groundwater samples were typically collected and analyzed for 


e Volatile CHCs 


e Organics—Dissolved and total organic carbon (DOC and TOC), and 
chemical and biological oxygen demand (COD and BOD) 


* Inorganics—Ferrous and total dissolved iron, dissolved and total 
manganese, sulfide, sulfate, alkalinity, total dissolved solids (TDS) 


* Field parameters such as electrical conductivity, dissolved oxygen, 
redox potential (Eh), and pH 


Several key performance parameters were closely monitored: 


* Percent mass reduction (MR)—The percentage reduction of total 
CHCs across the barrier thickness (in a given vertical and horizontal 
transect) relative to the influent total CHC concentration 


* Degradation of half-lives of key contaminants—particularly CTC 
and PCE—calculated assuming first-order reaction kinetics (expo- 
nential decay) 


* TOC (elevated TOC concentrations could hinder degradation of tar- 
get CHCs, especially PCE) 


* Hydraulic gradient into, through, and out of the barrier (which could 
be indicative of fouling or preferential flow paths and also residence 
(flow-through) time in the barrier) 

* Sulfide, sulfate, Eh, and pH (changes could be indicative of mineral 
formation, precipitation, and consequent fouling) 

* Ferrous (dissolved) iron downgradient of the barrier (as dissolved 
iron could adversely impact surface water quality in Springvale 
Drain and then Botany Bay) 


The initial sampling program comprised groundwater samples being col- 
lected at 1, 3, and 6 months (late March, early June, and early September 
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1999, respectively). At the completion of the first 6 months' monitoring, it 
was concluded by ETI that results were broadly consistent with the labo- 
ratory column trial results and also the geochemical modeling. However, 
given the variability of the results, it was recommended that two further 
rounds of monitoring be conducted, and, as noted above, that two addi- 
tional multilevel monitoring points be installed at a distance of 20 cm into 
the iron zone alongside the center monitoring transect to better evaluate the 
CTC degradation. 

Subsequent sampling rounds were added for 9 (early December 1999), 13 
(late March 2000), and 19 months (early October 2000) to further evaluate 
the pilot-scale reactive iron barrier's performance. Two iron cores were also 
collected at month 17 (see Section 12.8) to examine the condition of the iron, 
particularly with regard to mineral precipitation and biological fouling. 
These works concluded the formal evaluation of the barrier. A number of ad 
hoc supplementary monitoring events were arranged to periodically check 
whether conditions or performance might have changed. 


12.7 Groundwater Monitoring Results 


Data from the first 13 months of performance monitoring have been reported 
previously (Duran et al., 2000; Stening et al., 2000). 


12.7.1 Hydraulic Analyses 


Groundwater velocities through the barrier were found to range from 0.1 
to 0.8 m/day. The average velocity was determined to be around 0.6 m/day, 
which was greater than the velocity assumed for the design of the pilot-scale 
barrier, 0.15 m/day. The results confirmed that the iron was more permeable 
than the surrounding sand. 

The higher relative permeability of the iron was believed to be the cause of 
apparent upwelling at the 1.5-m ports at 7 m bgs De, at the back end of the 
iron barrier only 0.5 m above the bottom), evidenced by CHC concentrations 
increasing at this point to values similar to influent concentrations. (It has 
also been postulated that the irregular concentration profile might have been 
at least in part due to two bulk bag liners that had slipped into the bottom of 
the excavation during installation of the iron.) 


12.7.2 Organic Analyses 


The first 13 months of performance monitoring showed significant reduc- 
tion of most CHCs compared with total influent concentrations, but, as 
expected, little reduction of EDC. As mentioned above, the inability of ZVI 
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to degrade EDC has been historically recognized as a limitation of reactive 
iron barriers. 

Nevertheless, results were very encouraging. CTC was found to degrade 
very rapidly—a half-life of «2 h—in the first 0.4 m of the barrier, and did 
not stall with formation of DCM, another aliphatic CHC that is not readily 
degraded by ZVI. The PCE was found to have a higher half-life (12 h to 2 
days); so, a higher relative concentration of PCE would cause percent MR 
results to be lower and some degradation products (such as TCE, cis-1,2-di- 
chloroethene, and vinyl chloride [VC]) to emerge from the barrier. 

From Table 12.1 (which includes 19-month data), it can be noted that influ- 
ent concentrations of volatile CHCs and TOC varied markedly—with time 
and depth. ETI observed that the PCE half-life decreased (i.e., degradation 
was faster) with depth, and that influent TOC concentrations were lowest in 
the 7 m bgs monitoring port. However, a relationship between PCE half-life 
and influent TOC concentration could not be clearly concluded over time at 
the 5 and 6 m bgs ports. 

There was no notable correlation between the influent organic concen- 
trations and percent MR; percent MR was more strongly influenced by the 
relative concentration of PCE in the influent and, subsequently, its half-life 
and the half-life of its degradation products. (Note that, due to the apparent 
effects of upwelling in the 1.5-m ports at 7 m bgs as mentioned above, data 
from the 1.5-m ports were disregarded when calculating MR; data from the 
1.2-m ports were used instead.) 

It is worth noting that the percent MR and PCE half-life values for month 
19 were some of the best results achieved up to that time at 5 and 6 m bgs. 
This was not the case at 7 m bgs. Although TOC concentrations were not 
measured in the month 19 sampling event, it can be seen that at 7 m bgs, 
the influent concentration of CHCs was the lowest to date. The concentra- 
tion data for the individual CHCs entering the barrier are not presented, 
but at that time, it was noted that the relative concentrations of CHCs poorly 
degraded by ZVI were higher than normal. Notwithstanding the incon- 
sistencies in temporal trends for mass removal and half-lives at the three 
monitoring depths, the fact that the results showed no significant signs of 
deterioration over time was encouraging, suggesting that long-term CHC 
degradation could be achieved with the reactive iron barrier. 

Consistently during 19 months of sampling, most of the MR of CHCs was 
found to occur within the first 0.4 m of the iron barrier. In particular, CTC 
was found to be completely degraded within the first 0.4 m. Sampling of 
the multilevel piezometers that installed 0.2 m into the iron barrier prior to 
the month 19 sampling event confirmed this: at 5 and 6 m bgs >90% of the 
CTC and >50% of the PCE were degraded within 0.2 m. However, at 7 m 
bgs, apparently anomalous data prompted ETI to note (in unpublished cor- 
respondence to Orica) "these new data from the 7 m interval reinforce our 
suspicion that system hydraulics (e.g. vertical gradients) may be influencing 
the results at this depth." 


Permeable Reactive Barrier 


266 


eT T9 IS OI 88 CFL eL T6 LOL 6L 
Tc 69 STI 09 IL 98 vor GPL Sy 6L T87 TIL €T 
SI 6Z Pst 68 cL €8 TOS OTT Dis 174 L9€ OFT 6 
L9 18 SOc [44 Ic I8 LES 66 0c S8 ZOV COC 9 
ee 88 Ee 28 LE 88 897 TIL ET 68 USP Col € 
LT 98 6vc 69 OT I8 S6T I8 £9 96 TSG OST I 
(4) (%) DOL SOHO (Y) HTHYH (%) DOL SOHO (4) (%) DOL SOHO quoq 
3J"THJI*H YN 1d YN 3J"']HJI*H UN 
(1/8u1) (1/8u1) (1/3u) 
49d 49d 
uoneiue»uo) uonerue»uo) uoneiue2uo) 
juan pur juan pur juan pur 
s3q ui z s3q u 9 s3q ui g 


61 UON 0] Torrreg UOIT IALJDPIY 9[e2540[Iq I4} Jo e»ueurojoq 


Lech 318VL 


Case Study of PRB Application for the Remediation of Groundwater 267 


12.7.3 Inorganic Analyses 


Field parameters Eh and pH were measured at the time of sampling. As 
expected in reactive iron barriers, Eh decreased (typically from around —100 
to —200 mV), indicating reducing conditions. The pH increased (about two 
units), consistently over time at all depths. Monitoring results from 5 to 6 m 
bgs levels showed an increase in dissolved iron (mainly ferrous iron) con- 
centrations hydraulically downgradient of the pilot-scale barrier. Owing to 
the lower pH in the influent groundwater, the pH within the barrier did not 
increase to the levels that would be expected to result in significant iron pre- 
cipitation. Thus, as a result of the low pH at the Botany site, less iron was 
precipitating in the pilot-scale barrier compared to other sites where reactive 
iron barriers had been installed. This might be advantageous insofar as less 
precipitation should result in less porosity loss in the barrier, but it could 
also be disadvantageous if elevated iron concentrations could have esthetic 
effects on surface water quality at the groundwater discharge points in the 
downgradient Springvale Drain or if aquifer porosity was reduced by pre- 
cipitation of iron minerals (likely iron oxyhydroxides) in the downgradient 
aquifer. 

Sulfate and sulfide concentrations decreased significantly and rapidly (by 
one to three orders of magnitude) in the reactive barrier. Sulfide was likely 
reacting with iron to form iron sulfide (FeS). Sulfate was being reduced in 
the barrier, possibly forming hydrogen sulfide (H,S) or FeS. Samples of the 
groundwater were analyzed for sulfate-reducing bacteria (SRB) to assess for 
possible biological reduction of the sulfate. Very minor populations were 
detected in only two samples, suggesting that the sulfate reduction is not 
being biologically mediated (Duran et al., 2000). 


12.8 Analysis of Iron Cores 


The possible formation of FeS suggested that mineral precipitation could be 
occurring in the pilot-scale barrier, although, the generally consistent CHC 
degradation and hydraulic gradient through the barrier over the 19-month 
monitoring period suggested that blinding of reactive sites on the iron par- 
ticles and mineral fouling were not occurring to any significant extent. To 
evaluate this further, two core samples were extracted from the iron barrier 
in August 2000 (month 17) and sent to ETI for analysis. 

The core samples were collected by driving a push probe at an angle into 
the ground a short distance before the front face of the iron zone and con- 
tinuing a short distance into the iron zone. The cores were divided into vari- 
ous subsamples to be analyzed for carbonates, sulfur, and other selected 
inorganic constituents. Select subsamples were also subjected to RAMAN 
spectroscopy and analyzed for microbial activity. 


268 Permeable Reactive Barrier 


One of the subsamples contained iron that was clumped together, which 
could be indicative of mineral precipitation. This subsample returned the 
highest percentage of sulfur—0.21%. Assuming that all of the sulfur was 
present as FeS, the resultant loss in porosity in the first 0.1 m of the barrier 
was estimated to be «0.576. Carbonate analyses suggested that carbonate pre- 
cipitates had caused <5% loss in porosity in the first 0.1 m of the barrier, with 
lower losses further into the iron. The RAMAN spectroscopy qualitatively 
confirmed the presence of carbonate, sulfur, and iron mineral species on the 
iron grains. Although, microbial populations—evaluated using standard 
microbial enumerations (plate counts) and phospholipid fatty acid (PLFA) 
analysis—were found to be larger than those measured in similar studies, 
there was no evidence of significant biofouling (EnviroMetal Technologies 
[ETI], 2001). 


12.9 Full-Scale Reactive Iron Barrier Assessment 


The first 19 months of sampling and analysis represented the formal assess- 
ment period for the pilot-scale reactive iron barrier. The data were assessed 
to evaluate the effect of the site's high influent concentrations of chlori- 
nated solvents and TOC on the reductive dechlorination reaction kinetics. 
Reaction half-lives generally appeared to be higher than those published for 
other sites. This was thought to be a result of the relatively high TOC arising 
from the site's historical swampy conditions. However, the overall average 
chlorinated solvent MR was 8096-9076. Temporal trends were evident, but 
these were not consistent with increasing depth or TOC. Another factor that 
reduced apparent MR was the presence of EDC and (to a far lesser extent) 
DCM in the inflowing groundwater, which are not known to be degraded 
by the ZVI. 

This pilot-scale evaluation had demonstrated that ZVI could be used suc- 
cessfully to degrade a broad range of dissolved CHCs in a geochemically 
complex aquifer. As a result, Orica began planning the installation of a full- 
scale reactive iron barrier, up to 300 m long, 0.4 m thick, and 7 m deep, to 
protect Springvale Drain. John Vogan of ETI had noted in a CLC meeting 
in late 1999 that at that time, a reactive iron barrier of that size would have 
been the biggest in the world. It also became apparent that no domestic sup- 
plier of ZVI could manufacture the required quantity within a suitable time 
frame; so, investigations into sourcing the material from overseas began in 
late 2000. 

A number of design configurations were evaluated to maximize the inter- 
ception of the non-EDC plumes, and also minimize the potential impedi- 
ments to the future development of the land on which the barrier would 
be installed. Additional monitoring wells and multilevel piezometers were 
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installed in 2001 and sampled in a number of monitoring events along possi- 
ble alignments in Southlands to assess the types and concentrations of CHCs 
in those locations. 

Concurrent with the assessment of potential impacts from the operation of 
a large-scale reactive iron barrier, in late 2001, Orica also sought expressions 
of interest from 18 local and overseas contractors for the construction of such 
a barrier. No single contractor had all the capabilities required; so, it was 
necessary for the contractors and consultants to form consortia before formal 
tendering could begin. Options for construction methods included trench- 
ing (with biodegradable guar polymer to hold the trench open prior to iron 
emplacement) and hydrofracking (azimuth-controlled hydraulic fracturing) 
with the injection of a mixture of biodegradable polymer and micron-sized 
iron particles. Unfortunately, no suitable technology could be found to reli- 
ably and predictably emplace such a large reactive iron barrier in the flowing 
sands characteristic of the Botany Sands Aquifer De, the sands have poor 
structural stability; so, there was a high risk of sand slumping into the trench 
prior to iron emplacement) 

Discussions continued through 2002 with a short list of contractors to find 
ways to overcome the technical challenges presented by the Botany site. In 
December 2002, Orica also attended the RTDF meeting on PRBs, which con- 
firmed that no reactive iron barrier had been installed in an aquifer with the 
low pH, high sulfate, and high dissolved organic compounds that character- 
ized the proposed location of the full-scale barrier. 

Ongoing concerns about the potential for elevated dissolved iron concen- 
trations to persist downgradient of the proposed full-scale barrier resulted 
in additional groundwater monitoring in the vicinity of the pilot-scale bar- 
rier being undertaken in mid-2003. The results confirmed that increased 
dissolved iron did persist in groundwater downgradient of the pilot-scale 
barrier. Surface water monitoring in March 2003 in Springvale Drain 
hydraulically downgradient of the pilot-scale barrier also identified elevated 
dissolved iron concentrations downstream of the inferred seeps from the 
barrier. 

As a consequence of these factors, implementation of the proposed full- 
scale barrier was put on hold pending the outcome of a groundwater reme- 
diation strategy review. A number of investigation tasks were identified in 
the review to address concerns around dissolved iron impact, depth (e.g, 
shallow vs. deep installation to bedrock) and alignment of the proposed full- 
scale reactive iron barrier, alternative installation techniques, and alternative 
reactive barrier technology including in situ enhanced bioremediation. 

In October 2003, as a result of a number of factors, the EPA issued a Notice 
of Clean Up Action to Orica. Although, the EPA considered the full-scale 
reactive iron barrier and bioremediation to be still important in the mid- to 
long term, they believed that Orica's stated cleanup goals were unlikely to 
be achieved within the stated time frames and that more certainty around 
the application of remediation technology was required. Among a range of 
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very challenging cleanup targets and deadlines, the Notice required Orica 
to develop a Groundwater Cleanup Plan and to implement contaminant con- 
tainment using hydraulic containment in two particular areas—Southlands 
and an area hydraulically downgradient of Southlands—and ex situ treat- 
ment to clean up the extracted groundwater. 

The resultant "pump and treat" system started up in stages, commenc- 
ing in October 2004 and culminating in January 2006 with the introduction 
of contaminated groundwater feed from three lines of extraction wells (114 
wells in total) into a newly constructed Groundwater Treatment Plant on the 
BIP designed to treat up to 14.5 ML/day of groundwater to effectively drink- 
ing water quality. (The pump-and-treat system is described in some detail in 
the Orica website ww w.orica.com.) Operation of the Groundwater Treatment 
Plant and the associated hydraulic containment well network effectively 
made the reactive iron barrier a redundant remediation measure, as the 
reduction in groundwater levels caused by the extraction systems reduced/ 
eliminated groundwater discharge to Springvale Drain. The EPA eventu- 
ally permitted Orica to remove plans for a full-scale reactive iron barrier 
from the Groundwater Cleanup Plan, which was replaced by a Groundwater 
Remediation and Management Plan in October 2009. 


12.10 Additional Sampling and Analysis 


Follow-up investigations have been conducted on an ad hoc basis, and have 
shown significant changes in the influent and effluent groundwater quality. 
The aforementioned regulatory requirement to install and operate a large 
pump-and-treat system (which was commissioned in January 2006 and today 
typically extracts and treats approximately 6-6.5 ML/day of groundwater’) 
resulted in significant changes in the direction and speed of the CHC plumes. 

These changes are illustrated in Table 12.2. First, the data for month 91— 
late November 2006, 10 months after the commissioning of the Groundwater 
Treatment Plant—show that concentrations of most of the CHCs into the 
reactive iron barrier have decreased to a total of «60 mg/L, but EDC concen- 
trations have risen up to 127 mg/L. Second, the reactivity and permeability 
of the reactive iron barrier do not appear to have diminished significantly 
with time. Most notably, though, EDC is now being removed in the reactive 
iron barrier—by up to one or two orders of magnitude. Results in May 2002 


* As mentioned above, the design capacity of the Groundwater Treatment Plant was 14.5 ML/ 
day, which turned out to be much more than required. The excess design capacity resulted 
from incorrect groundwater level data provided by a third party and subsequently used in 
the hydraulic modeling during the design period. By the time the anomalous data were dis- 
covered, it was too late to alter the plant design. However, the additional capacity has proved 
useful during plant commissioning and maintenance. 
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(month 39) showed signs of EDC dechlorination (only the 6 m bgs transect 
was sampled); sampling in November 2006 (month 91) confirmed this. 

It was postulated that the cause of the EDC mass removal was microbial 
colonization of the barrier by iron-reducing and/or hydrogen-utilizing bac- 
teria De, the hydrogen formed by the corrosion of the ZVI was acting as an 
electron donor for reductive dechlorination of the EDC and other CHCs). 
To evaluate this, a single core was retrieved in late February 2008 from the 
front face of the reactive iron barrier, collecting upgradient indigenous aqui- 
fer material and ZVI from the barrier. The core was taken at 20? from vertical 
using a Geoprobe push tube, and split into two samples for analysis. One 
sample (Sample A, representing indigenous aquifer material) was taken at a 
depth of 3 m bgs approximately 1 m upgradient of the reactive iron barrier. 
Another sample (Sample B) was taken approximately 0.15 m into the reactive 
iron barrier at a depth of approximately 6 m bgs. 

The samples were analyzed by the Centre for Marine Bio Innovation at the 
University of New South Wales. A clone library of small subunit ribosomal 
ribonucleic acid (RNA) genes for each of the samples was constructed. The 
deoxyribonucleic acid (DNA) was extracted from both samples using the Fast 
DNA Spin Kit for Soil (Obiogene). The small subunit ribosomal RNA genes 
present in the DNA extracts were amplified using the polymerase chain 
reaction (PCR) with universal bacterial primers and cloned for sequencing. 
The libraries consisted of 56 and 44 clones for Samples A and B , returning 49 
and 44 sequences, respectively. Table 12.3 (Stening et al., 2008) summarizes 
the most abundant sequences in the clone libraries. 

Despite the fact that the clone library generated from Sample B had 
slightly fewer clones than the library generated from Sample A, the former 
contained two sequences belonging to known dehalorespiring microbes 
(Dehalococcoides and Dehalobacter) while the latter contained none. This 
indicates that the reactive iron barrier harbors higher concentrations of 
dehalorespiring microbes than the aquifer upgradient. The fact that deha- 
lorespiring microbes were detected in a clone library constructed using uni- 
versal bacterial primers suggests that they constitute a larger percentage of 


TABLE 12.3 
Composition of Clone Libraries from Samples A and B 
Closest Relative % of Library Comments 
Clone Library A Dechlorosoma suillum 48 Chlorate respirer; Fe(II) oxidizer 
(sand) Azospira 25 Nitrate respirer 
Beta Proteobacteria 9 Anaerobically cycles iron redox 
Clone Library B D. suillum 16 Chlorate respirer; Fe(II) oxidizer 
(iron) Desulfovibrio 10 Sulfate-reducing bacterium 
Desulfosporosinus 5 Sulfate-reducing bacterium 
Dehalococcoides 2 Dehalorespirer 


Dehalobacter 2 Dehalorespirer 
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the indigenous microflora than commonly observed. The most abundant 
sequence detected in the libraries belonged to a member of the Dechlorosoma 
genus, reported to respire chlorate (which would not be expected to be pres- 
ent in the site groundwater) and to oxidize ferrous iron (Lack et al., 2002). 

The DNA extracted from Samples A and B was subjected to nested PCR 
using universal bacterial primers followed by primers specific for the 
Dehalococcoides and Dehalobacter genera. While Dehalobacter sequences were 
detected in DNA from both Samples A and B, only Sample B returned a 
positive PCR for Dehalococcoides. This supports the findings from the clone 
library analysis that Dehalococcoides is more abundant inside the reactive bar- 
rier compared with 1 m upgradient from the barrier. 

Although this phenomenon has been observed at the laboratory scale for 
other compounds (Scherer et al., 2000), this appeared to be the first docu- 
mented instance for EDC. Exploiting this phenomenon (say, by augmenting 
the reactive iron barrier with a dehalorespiring enrichment culture) might 
broaden the capability of reactive iron barriers to reductively dechlorinate 
hitherto recalcitrant dissolved phase compounds. 


12.11 Conclusions 


At the time of the installation of the first reactive iron barrier in Australia 
in February 1999, it was certain whether it would be able to successfully 
degrade elevated concentrations of volatile CHCs in a low-pH, high-DOC 
aquifer. Nor was it envisaged that the hydrogeochemical conditions would 
be dramatically altered due to the subsequent installation and operation 
of a large hydraulic containment system. Yet, through these periods, the 
pilot-scale reactive iron barrier installed by Orica at its Botany site was 
able to achieve significant contaminant MR, and the mode of degrada- 
tion evolved from abiotic to biological reductive dechlorination. The trial 
demonstrated the long-term efficacy and adaptability of reactive iron bar- 
riers, and—at least in the context of the Botany site—illustrated the engi- 
neering challenges faced when scaling up the technology for full-scale 
implementation. 
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13.1 Introduction 


Permeable reactive barriers (PRBs) are an important component of estab- 
lished technologies for the remediation of contaminated groundwater. Since 
the first field-scale PRB was built in Sunnyvale, California in 1994-1995, 
more than 200 PRB systems have been installed worldwide (Gavaskar et al., 
2000, 2002; Birke et al., 2003; Parbs and Birke, 2005; Birke and Parbs, 2006; 
ITRC, 2011; Bone, 2012; Burmeier et al., 2006; Birke and Burmeier, 2012a,b; see 
Chapter 2). 

As discussed in Chapter 2, a PRB treats pollutants downstream from the 
source zone of the contamination ("hot spot"), which may be spread over a 
wide area or not accurately located (Figure 13.1). However, it is important 
to know the total contaminant mass in the source area and its approximate 
geometry to assess the operational features and lifetime of a PRB relatively 
accurately. 

A PRB divides a polluted area into two sections, that is, it cuts off a con- 
taminated groundwater plume from areas downgradient the barrier that 
have to be protected: a contaminated upstream segment and a remediated 
or noncontaminated downstream segment (Figure 13.1). The upper section 
contains the source of the contamination and the discharging contaminated 


Cleaned 
groundwater 


Permeable’ ~ ` 
reactive barrier (PRB) 


FIGURE 13.1 
Fundamental principle of a PRB. 
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groundwater plume; hence, a continuously contaminated area upstream of 
the barrier is tolerated. The section downstream the barrier is affected by 
the cleanup effect of the barrier, and hence shows decreasing and eventu- 
ally vanishing contaminant concentrations over time. PRBs are therefore 
chiefly regarded as protective measures for safeguarding communities and 
environments that would otherwise be exposed to the contaminant source, 
or in other words, jeopardized by contaminated groundwater discharging 
from the source in a certain distance downstream. In cases where the source 
becomes entirely depleted over the operational term of the PRB, the bar- 
rier may achieve an actual decontamination over time. Thus, PRBs can be 
regarded as both a safeguarding technique and as an actual decontamina- 
tion technique, depending on the contamination scenario and its outcome 
during the barrier's operational life. 

In summary, PRBs are not designed for swift remedial action of the 
source zone. They are designed for managing a source zone by eliminating 
the plume over a long period of time, accepting that the original source 
of the contamination and the upper part of its discharging plume are not 
tackled. The operational lifetime of a PRB may thus range from years to 
decades. 

Two definitions for PRBs were issued in the United States in 2000 and in 
the United Kingdom in 2002, respectively. A German definition, being simi- 
lar to that of the United Kingdom, was published in 2006 (Burmeier et al., 
2006). 


The U.S. EPA defines PRBs as follows: A PRB is an emplacement of reactive 
materials in the subsurface designed to intercept a contaminant plume, pro- 
videaflow path through the reactive media, and transform the contaminant(s) 
into environmentally acceptable forms to attain remediation concentration 
goals downgradient of the barrier (Gavaskar et al., 2000). 


The U.K. Environment Agency defines PRBs as follows: A PRB is an engineered 
treatment zone of reactive material(s) that is placed in the subsurface to reme- 
diate contaminated fluids as they flow through it. A PRB has a negligible 
overall effect on bulk fluid flow rates in the subsurface strata, which is typi- 
cally achieved by construction of a permeable reactive zone, or by construc- 
tion of a permeable reactive “cell” bounded by low permeability barriers that 
direct the contaminant toward the zone of reactive media. 

The emplacement of columns of reactive media, such as modified clays 
using soil-mixing techniques is not considered a PRB unless it is adequately 
demonstrated that the permeability of the mixed columns is not significantly 
less than that of the soil prior to mixing. Low permeability clay barriers that 
provide a degree of attenuation (typically sorption of contaminants to the 
clay minerals) are excluded from the definition of PRBs. 
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PRBs can be designed to treat any contaminated fluid, including contami- 
nated soil gases, but are most commonly used to remediate contaminated 
groundwater within aquifers. The reactive media used in PRBs typically 
enhances the chemical or biological transformation of the pollutant(s), or 
retards its migration by sorption or immobilization of the pollutant onto the 
reactive media (Carey et al., 2002). 


13.1.1 Engineered PRBs 


The U.K. and German PRB guidance documents stress that a PRB should 
be engineered. The U.S. PRB guidance provides a more extended definition, 
which includes injection zones. Although the PRB concept was first devel- 
oped in North America in the early 1990s, European projects have also played 
an important part in the development of the technology. The first full-scale 
zero-valent iron (ZVI) PRB in Belfast, U.K., had already been planned and 
erected in 1994. The first German full-scale ZVI PRB at Tübingen was erected 
in 1998, whereas the full-scale Austrian PRB at Brunn am Gebirge (a suburb 
of the Austrian capital Vienna) employed granular-activated carbon (GAC) 
in 1999. The total number of active European projects has reached around 
50 by 2014, of which more than 25 are full scale. Some European suppliers 
offer sophisticated turnkey solutions for PRBs, while numerous research and 
development (R&D) trials have been performed since 2000, ranging in scale 
from pilot to full-scale applications. 

During the evolution of the technology, two general types of construction 
emerged: 


1. The continuous reactive barrier (CRB) entirely consists of a perme- 
able zone of a reactive material that is installed in the path of a con- 
taminant plume, for instance in a trench, and captures the entire 
plume. Manipulation of the groundwater flow or control over it or 
over the reactive material(s) is not possible using this type of con- 
struction (Figure 13.2). 


2. The funnel-and-gate system (F&G) is characterized by impermeable 
walls that intercept the contaminated plume and direct it toward 
a permeable section loaded with the reactive material (gate) (see 
Chapter 3). 


In the early 1990s, it was believed that both design types would work 
effectively for several decades in the subsurface, even without maintenance, 
once installed. For this reason, it was thought that PRBs did not require easy 
access to the reactive material or the groundwater, as malfunctions were 
thought to be unlikely. 

During subsequent development of the PRB technology, the F&G design 
has been significantly modified at numerous sites, especially across Europe, 
to address special issues, such as handling a heterogeneous groundwater 
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FIGURE 13.2 

Comparison of the classical CRB (top, left) and F&G designs (top, right) with the D&G (bot- 
tom, left) and EC-PRB designs (bottom, right). A D&G as well as an EC-PRB may utilize drains 
instead of or in addition to cutoff walls to direct the groundwater flow toward vessels con- 
taining the reactive materials (or a pea gravel zone where microbiological degradation takes 
place). In an EC-PRB, the flow can be altered by actively changing the hydraulic head or even 
by pumping. The two latter types may best suit sites with low groundwater flows, low aquifer 
permeabilities and/or complex subsurface conditions, contamination scenarios, and so on. 


Level of drainage 


Sos be manipulated 


flow or intercepting several plumes originating from different sources—in 
other words, to exert maximum control over the flow and parts of the PRB 
structure. Furthermore, entirely new design features have been developed, 
such as drain-and-gate (D&G) or trench-and-gate (T&G) systems, where the 
groundwater is directed toward a reactor chamber or in situ vessels (ISVs) 
equipped with inserted reactors and filter pipes, or the use of gravel drain- 
ages instead of cutoff walls (Figure 13.2). 

In Europe, D&G or “Efficiently Controllable” PRBs (EC-PRBs), where the 
groundwater flow is directed and controlled by drainage, pipes, or even by 
active pumping are now common. This has led to a differentiation in the 
European design of PRBs from their North American counterparts, where 
CRBs and reactive injection zones are widely used. 

European PRBs are pretty often equipped with ISVs or in ground reactors 
or removable cartridges, which are highly accessible via shafts, and which 
are directly connected to drains, pipes, and so on directing the contaminated 
groundwater to the vessels and the reactive materials. In addition, modi- 
fied F&G technologies ("non-classical F&G") have been implemented, where 
some access to the reaction chambers is possible, that is, in the event of minor 
malfunctions; these may also facilitate inspection of the reactive zone to a 
certain degree. Also, modified F&Gs, where the hydraulics can be controlled 
by a discharge/outlet pipe or a similar measure, were erected in Europe 
(Parbs and Birke, 2005; Birke and Parbs, 2006; Burmeier et al., 2006). These 
PRBs can be configured to suit site-specific features and monitoring and 
maintenance can be controlled more effectively. Some technology providers 
propose a maintenance strategy based on annual operations that can range 
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from a simple clearing of clogged sections to a full replacement of the reac- 
tive medium (particularly recommended for barriers that use the adsorp- 
tion principle). For example, the French company Soletanche-Bachy uses a 
patented prefabricated three-chamber system that is inserted into a shaft or 
vault/cell. Its two lateral chambers are filled with gravel to passively guide/ 
manipulate the natural groundwater flow and also permit access to the reac- 
tive material, which is usually placed in the middle chamber (Figure 13.3). A 
PRB in Amersfoort, the Netherlands, is an EC-PRB, which passively collects 
the groundwater through a cutoff wall, and discharges it by means of a pipe 
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FIGURE 13.3 
Panel-drain principle. (Courtesy by Soletanche-Bachy, Solenvironment, Paris, France.) 
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(that penetrates the cutoff wall) to a ZVI reactor located downstream (Parbs 
and Birke, 2005). 

In PRBs, ZVI is used to degrade chlorinated volatile organic carbons (cVOCs) 
such as chlorinated ethenes (perchloroethene, PCE, trichloroethene, TCE, cis- 
dichloroethene, cis-DCE, and vinylchloride, VC) to chlorine-free degradation 
products Ge, in the case of PCE or TCE via DCE and VC to halogen-free 
ethane, ethene, and/or ethine as the major degradation products). Besides 
chlorinated hydrocarbons (CHCs), certain heavy metals, such as chromium 
as chromate (CrV), or arsenic (arsenite or arsenate) and certain radioactive ele- 
ments such as uranium can also be treated successfully with ZVI that reduces 
these elements to a lower oxidation number/degree forming barely soluble 
compounds, thus precipitating inside the ZVI bed. Full-scale PRBs are now 
being used at former manufactured gas and coking plants in Europe (chiefly 
in the United Kingdom and Germany) to effectively treat polycyclic aromatic 
hydrocarbons (PAHs), hetero-(NSO)-PAHs, benzene, toluene, ethyl benzene 
and xylenes (BTEXs), phenols, and related compounds: either GAC or microbi- 
ological treatment or both of these approaches in a combined-treatment train 
have successfully been applied to adsorb and/or degrade these pollutants so 
far. Activated carbon is a very promising reagent for the adsorptive removal 
of PAHs, NSO-PAHs, and other contaminants such as highly persistent CHC, 
because PAHs as well as chlorinated aromatics (such as chlorobenzenes, chlo- 
rophenols, and polychlorinated biphenyls, PCBs) cannot be degraded by ZVI 
due to their relatively low reduction potentials. 


13.2 Overview and Performance of Selected PRB Sites 
in Europe 


13.2.1 PRB Projects in Germany 


In 2012, the German long-term R&D program (cluster) for PRBs named 
“RUBIN” (German:"Reingungswándeund-barrierenimNetzwerkverbund") 
was concluded after 12 years of comprehensive work (Birke and Burmeier, 
2012a,b, RUBIN, 2014). RUBIN has been funded by the Federal Government 
(the Federal Ministry of Education and Research, BMBF) with around 8.5 
million € during that period. The authors coordinated, managed, and evalu- 
ated all work that had been implemented by 19 RUBIN member projects 
between 2000 and 2012. In addition, they had conducted an R&D project 
on the origin of differing reactivities of technical ZVI brands and produc- 
tion batches regarding the degradation of cVOCs, mainly chlorinated eth- 
enes, in groundwater. The member projects overall delivered a significant 
and highly valuable new insight into the PRB technology. R&D work cov- 
ered field scale, semitechnical, and laboratory investigations. Taking into 
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account the results of the RUBIN projects as well as those of other external 
German PRB projects as well as approx. 100 PRB projects internationally, 
decisive scientific and technical knowledge regarding the current state of 
the art, potentials and limits, as well as drawbacks of the technology could 
be gathered, analyzed, evaluated, and disseminated. Especially, it could be 
achieved to identify which of the several existing variants of the technology 
(pertaining to design types, reactive materials, etc) can be safely and most 
probably successfully applied in practical remediation in Germany and 
can therefore be recommended for further implementations in the future. 
Furthermore, the ongoing and potential future trends regarding further 
development of the technology were identified as well as predicted, respec- 
tively. This knowledge is pivotal for practitioners/the remediation market 
in Germany, because it had not been managed until around 2010 to estab- 
lish the technology as a conventional remediation approach. This had been 
partially due to the fact that during RUBIN a few open issues had emerged 
at some German PRB sites, which could not entirely be resolved around 
2000, however, at a higher degree by the work and results of the RUBIN 
program in the succeeding years. All results of RUBIN have been compiled 
in the German PRB handbook and guidance that was edited by the authors 
and some leaders of several other RUBIN member projects (Burmeier et al., 
2006). The German PRB handbook consists of two volumes (in one book): 
volume #1 covers a comprehensive guidance for planning, erecting, opera- 
tion and maintenance (O&M), and decommissioning of PRBs in Germany 
(= 100 pages), taking into account German laws and regulations, such as the 
Federal Soil Protection Act and Ordinance (“Bundesbodenschutzgesetz”, 
BBodSchG, und “Bundesbodenschutzgesetz”, BBodSchV, respectively). 
Volume #2 covers a comprehensive state-of-the-art report comprising scien- 
tific and technical as well as economic, regulatory, and legal aspects (= 400 
pages plus reports of all RUBIN projects that have been implemented until 
2006, overview of PRB sites and performance data worldwide, and an exten- 
sive list of references, Burmeier et al., 2006). Several further subjects/issues 
that had been encountered/identified during the first phase of RUBIN were 
comprehensively investigated in the second term of RUBIN ("phase #2”) 
between 2006 and 2012: 


1. Gas production/plugging and the varying reactivity of technical- 
grade ZVI brands in PRBs and their impact on the destruction effi- 
cacy of chlorinated volatile organic compounds (cVOCs) as well as 
on the overall performance/longevity. 

2. Long-term performance and longevity of GAC PRBs regarding retar- 
dation (sorption) of polyaromatic hydrocarbons (PAHs) and polar 
NSO-PAHs. 

3. Application and performance of EC-PRBs employing a Bio-PRB to 
treat a tar oil contamination, a “gas bubble"-PRB to treat acid mine 
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drainage or ammonia, and a D&G-PRB employing palladium and 
hydrogen to treat cVOCs in situ. 


4. Long-term monitoring of field-scale projects such as the ZVI-PRB at 
Rheine, the GAC-PRBs at Karlsruhe, and Brunn am Gebirge (Vienna, 
Austria), all running successfully for more than 10 years, and the 
Bio-PRB at Offenbach (set up in 2007), which provided versatile and 
highly valuable monitoring data over several years. 


Thus, it could be concluded that PRBs represent a successful in situ reme- 
diation technology. Moreover, a comparison to long-term data obtained at 
other PRB sites in Europe as well as in North America provided similar over- 
all results. All missions, goals, and results of RUBIN phase #2 have been 
compiled in a supplemental volume to the German PRB handbook and guid- 
ance (in German, published in 2012, Birke and Burmeier, 2012a,b). 


13.2.2 A Review of German PRB Sites Comprising the First 
RUBIN Projects 


13.2.2.1 Bernau 


Set up in 2001 on the premises of a former dry-cleaning facility of the former 
Soviet army, funded by RUBIN, type: EC-PRB, a partly actively working sys- 
tem (lifting up groundwater by pumping, pilot-scale; one-reactor cell adja- 
cent to the ground surface, accessible from top, equipped with 18 cylindrical 
reactor vessels made of reinforced concrete), employs ZVI (chiefly Gotthart- 
Maier) for treating high cVOC concentrations in two aquifers (75-350 mg/L 
TCE). It is possible to run the reactors in parallel or series to control flow 
length and residence times inside the reactive system. The PRB has con- 
stantly achieved high degradation rates of more than 99% TCE removal, but 
there is a low cis-DCE reduction. Hence, subsequent purification on activated 
carbon can be applied to adsorb cis-DCE; there has been temporary clogging 
of the iron by mineral precipitation and gas production (N, and H,). A full 
control over and accessibility to the system enable a relatively easy and swift 
identification of problems and managing efficient solutions, such as clogging 
of the ZVI bed by mineral precipitates and gas plugging (Birke et al., 2003, 
2004; Weber et al., 2013) (Figure 13.4). 


13.2.2.2 Bitterfeld 


Set up in 1999, the so-called "SAFIRA" test site, EC-PRB equipped with ISVs 
(placed in five shafts, 3 m in diameter, 32 m deep), using active pumping; 
different reactive materials and breakdown processes were tested between 
1999 and 2004. Treatment of cVOCs and other CHCS, particularly chlorinated 
aromatics (complex contaminant mixture inside a local aquifer) achieved 
partly successful degradation of the main contaminants (e.g., GAC combined 
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FIGURE 13.4 

Installation of single-reactor vessels/modules (top) and overview of the gate construction of 
the Bernau PRB (bottom, September 2001). At that time, modules had partly been charged only 
with ZVI and had not been equipped yet with cover plates (single plates can be seen at the left 
margin (top) of the bottom photo). 


with natural attenuation (NA), enhanced NA, ultrasound, palladium, and 
ZVI-GAC combinations). It has to be emphasized that the system was nei- 
ther primarily designed for a complete remediation of the local aquifer nor 
for the cleanup of the mega site Bitterfeld, but for testing novel approaches 
and reactive materials regarding complex mixtures of pollutants (Weiß et al. 
2002, Parbs and Birke, 2005, SAFIRA, 2014). 


13.2.2.3 Denkendorf 


Set up in 2001, D&G, shaft reactor/ISV (full-scale, 90 m gravel/filter pipe 
drainage), and GAC for cVOC adsorption, clean up goal met, that is, sev- 
eral 10 up to hundreds of mg/L upstream the PRB decreased to just around 
10 ug/L cVOCs in the discharging groundwater (Birke et al., 2003, 2004; 
Parbs and Birke, 2005). 

At an industrial area/park at Denkendorf, a small town in the vicinity of 
Stuttgart, six different sources of cVOC contamination were detected in the 
1990s. The main contaminants comprised TCE, PCE, cis-DCE, and 1,1,1-tri- 
chloroethane (1,1,1-TCA). The groundwater was also polluted by VC, which 
had probably been generated by NA processes (microbiological degradation) 
of PCE/TCE. The overall concentrations of the pollutants exceeded 200 mg/L 
in total within the hot spots/source zones; pure-phase cVOCs were present as 
well, although the average total concentration of cVOCs in the groundwater 
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was below 30 mg/L. The groundwater exhibited very high carbonate hard- 
ness due to the abundant red and shelly limestone in the area. Sulfate levels 
were determined at 200 mg/L. The low hydraulic gradient of 2% prompted 
to design a full-scale D&G PRB that catches (collects) and drains the con- 
taminated groundwater passively by means of a 90-m-long gravel drain 
equipped with additional filter pipes. The drain directs the groundwater 
toward a reactor loaded with GAC. The depth of the PRB is about 6 m. The 
Denkendorf D&G reactor was constructed as a shaft-shaped structure (ISV) 
employing standard civil-engineering techniques. The system meets its 
remediation goal of 10 ug/L cVOCs. 

A bypass from the passively drained groundwater flow into the reactor 
was installed to test innovative reactive materials such as palladium on zeo- 
lite (palladium loading: 0.576 (w/w)) directly inside the shaft under field con- 
ditions. Investigations were implemented by a member project of the RUBIN 
R&D program (Burmeier et al., 2006). The catalyst had a "molecular design" 
(due to its "zeolite back bone" wherein the palladium was finely dispersed 
in three-dimensional (3D), molecular canals). This design was supposed to 
prevent sulfides from poisoning the palladium, being a frequent, serious 
problem when palladium is used in contaminated groundwater comprising 
relatively high sulfate concentrations (Birke et al., 2003, 2007; Parbs and Birke, 
2005). Different other designs and types of catalysts had also been success- 
fully tested using the bypass at the D&G PRB between 2007 and 2012 (Birke 
and Burmeier, 2012a,b). 


13.2.2.4 Edenkoben 


Set up in 1998 (pilot scale), extended to full scale in 2000. Type: F&G (six 
gates), restricted accessibility to the gates, ZVI for cVOC degradation. For 
detailed design features, see Rochmes and Woll (1998), Rochmes (2000), and 
Birke et al. (2003). 

A groundwater contamination by cVOCs at Edenkoben was attributed to 
the former use of CHC solvents for production processes on-site. Several hot 
spots were found on the property, partly situated below some buildings. A 
heterogeneous cVOC plume that was more than 400 m wide, originating by at 
least three individual, partly overlapping plumes, was identified. These indi- 
vidual plumes contained different contaminants at varying concentrations. 
For example, the southern plume chiefly consisted of TCE and cis-DCE to a 
total of 8000 ug/L cVOCs. The middle plume comprised 1,1,1-TCA, TCE, and 
cis-DCE (up to 20,000 ug/L cVOCs), whereas the northern plume was con- 
taminated predominantly by PCE (= 2000 ug/L cVOCs). The average compo- 
sition of cVOCs was 20% TCE, 50% cis-DCE, and 30% 1,1,1-TCA. The geology 
was characterized by infills and a highly heterogeneous sedimentology (silty 
overlying strata, 1-6 m thick). Two relevant aquifers had to be taken into 
account, the lower aquifer being nonpolluted. The polluted upper aquifer was 
split into two permeable layers, separated by silt and silt-sand strata varying 
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in size (silty gravel-sand mixture referred to as "aquifer 1a,” and medium- 
grained sand with a small portion of fine grain referred to as "aquifer 1b"). 
There are permeable layers with a varying thickness of 4—7 m. However, the 
overall permeability coefficient (kj) was poor: 5 x 10° m/s. Attempts to apply 
soil vapor extraction as well as preliminary experiments for hydraulic treat- 
ment of the hot spots failed to meet reasonable remediation targets. These 
results demonstrated that remediation could not be completely accomplished 
using conventional approaches alone. Furthermore, because of the relatively 
large plume, it was considered that protective measures downgradient of the 
hot spots were essential to protect the neighboring properties. A feasibil- 
ity study including column experiments employing groundwater from the 
site along with groundwater modeling revealed that a PRB using ZVI and 
shaped as an F&G could be successfully employed. In 1998, a pilot-scale F&G 
was established for field testing in the middle of the plume and trialled 6 six 
months. Promising contaminant destruction rates of 99% were observed dur- 
ing that term. As a consequence, the site owner decided to have a full-scale 
PRB system designed and installed, despite the fact that it would be the very 
first (privately financed) full-scale PRB in Germany associated with a certain, 
increased risk compared to conventional techniques. 

The full-scale F&G was installed in late 2000 and was put into service in 
February 2001. The Edenkoben gate type was designed for a diverted, vertical 
flow inside, whereby the groundwater is passively lifted by a vertical drain 
(gravel columns, diverting the groundwater flow by 90? relative to its natural 
horizontal flow) and directed through an ZVI bed that is installed just below 
ground level (Rochmes, 2000; Birke et al., 2003). The vertical drains thus pro- 
vided a complete connection to the deeper, polluted groundwater areas. Six 
gates (each 10 m long and 1.25 m wide), constructed as a sheet pile caisson 
(open toward its bottom) and packed with granular ZVI (825 tons in total), 
reached down to approximately 8 m below ground level. A continuous sheet 
pile wall, 400 m long and more than 14 m deep (i.e, at around 14 m depth, it 
was pushed into the aquifer base) shaped the funnel that also ran through the 
gates, thus separating each gate into two chambers. However, inside the gates, 
the sheet pile wall is buried 1 m below the lowest groundwater level antici- 
pated (5 m below ground level), hence serving as an overflow weir between 
the chambers. In other words, the flow path through the ZVI is intention- 
ally doubled, due to the special gate design/construction. The sophisticated 
design of the PRB system in Edenkoben is based on two innovative principles: 


1. Compared with a conventional gate construction, the width of a gate, 
that is, the actual (horizontal) thickness/extension of an iron layer 
required for a sufficient dehalogenation was significantly reduced 
by diverting the groundwater flow twice vertically through a given 
portion of ZVI. 


2. Installing the gates near ground level, made access to and the poten- 
tial recovery of ZVI significantly easier. 


Permeable Reactive Barriers in Europe 287 


Since the erection of the full-scale PRB, no further information, especially 
no data regarding performance/cleanup efficacy have been published. It is 
believed that the PRB does not work as expected, probably because of a loss 
in permeability due to the accumulation of hydrogen gas within the ZVI bed 
at several gates, thus plugging the pores of the bed and perhaps rendering it 
impermeable. 


13.2.2.5 Karlsruhe 


A full-scale F&G equipped with GAC was erected in Karlsruhe in 2000/2001 
to treat PAHs and BTEX (Schad et al., 2000; Birke et al., 2003, 2010; Burmeier 
et al., 2006). The site is located in the Rheine valley. During 79 years of opera- 
tions, the former gas works plant had produced town gas, coke, tar, benzene, 
and ammonium sulfate from more than 4.3 million tons of coal in total. Soil 
and groundwater had been contaminated by PAHs and BTEX during that 
time, mostly because of several tar oil spills. A large PAH plume (about 200 m 
wide and 400 m long) stretching toward the city center of Karlsruhe origi- 
nates from the property (covering around 100,000 m?). There was a partly 
accompanying vinyl VC plume, although its source was not definitively iden- 
tified as yet (this plume originates upgradient of the site). Maximum con- 
tamination levels detected were 500-600 ug/L of PAHs (acenaphthene is the 
main component) 20 ug/L of benzene, and 2 ug/L of ammonium, whereas 
VC could be detected at up to 100 ug/L. The local aquifer is approximately 
12 m thick consisting of sandy, densely bedded gravel, which is underlain 
by a clay layer at a depth of 16 m below the ground level. The groundwater 
flow rate was determined at about 12 L/s under natural conditions. A full- 
scale F&G barrier charged with about 150 tons of GAC in total, for which 
regeneration cycles of 5-15 years were expected (depending on the concen- 
tration of the contaminants), was planned and eventually set up in January 
2001. The Karlsruhe PRB is about 240 m long and 17 m deep, arranged in an 
almost straight line, along which eight, nearly equidistant gates are posi- 
tioned. The funnel consists of sheet piles that were pressed, not driven, into 
the ground using the “silent-piler-technique” to prevent damage to nearby 
buildings and gas supply pipelines. The gates consist of specifically perfo- 
rated, cylindrical steel tubes that were set into the ground by means of large- 
diameter borings. Setting up the gates commenced by driving cylindrical, 
large-diameter (2.5 m) borehole casings (circular caisson installation) into 
the ground and excavating them to a final depth of 15-17 m below ground 
level (0.5 m below the aquifer base). Prefabricated, cylindrical gate segments 
were connected to each other and the whole construction was lowered into 
each shaft/borehole (= 18 m in length and 1.8 m in diameter). Monitoring 
wells were installed at the inflow and the outflow of the gates. Pea gravel was 
used as a filter medium to homogenize the flow of water through the gates, 
and loaded in front of and behind each gate. The central section of each gate 
was loaded with GAC. The total cost amounted to more than 4 million €; over 
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an operational life of 50 years, the site owner expects up to 2 million € more 
to be spent, mainly on changing the GAC and on monitoring. The Federal 
State of Baden-Württemberg covered 3.5 million € of the total costs. 

Over the first 3 years of operation, the Karlsruhe PRB cleanup results did 
not meet remediation goals. The main issues were groundwater bypassing 
the barrier at its northern edge and insufficient retardation of contaminants 
at some gates. In early 2004, an overflow of some gates was identified as a 
major issue, and therefore, all gates were equipped with extensions on their 
tops to raise the GAC layer above groundwater level, thus avoiding further 
overflow. That repair could be performed relatively readily because of the 
high accessibility of the design of the PRB. Shortly after that issue had been 
fixed, monitoring data revealed a consistently good cleanup performance 
for the first time. The remediation goal for benzene (1 ug/L) was met. The 
remediation goal for PAHs excluding naphthalene (0.2 ug/L) was still being 
exceeded at some gates but overall, since summer 2004, measurements dem- 
onstrate a good performance by the entire PRB installation. An overall deg- 
radation rate of 99% was achieved in August 2004. 

Since April 2003, PAH concentrations at the northern edge have been 
decreasing and reached the remediation target value at the beginning of 2005. 
A modeling study carried out in 2004 proved that the circumvention of the 
northern edge of the funnel was caused by drainage measures in the course 
of a sewer construction 1 km north of the PRB over 2 years. Since April 2004, 
the cleanup efficacy achieved by the entire system has been close to 100%. 
A monitoring campaign recently (2007-2010) conducted by the RUBIN R&D 
program (Birke et al., 2010; Birke and Burmeier, 2012a,b) revealed an ongo- 
ing high performance regarding the adsorption of PAHs and BTEX as well 
as showing, for the first time, that NSO-PAHs were also removed from the 
groundwater successfully (Figure 13.5). 


13.2.2.6 Offenbach 


A pilot scale PRB was designed, erected, and investigated within the RUBIN 
R&D program in 2007 for the removal of tar oil pollutants from contami- 
nated groundwater at an abandoned tar factory site in the city of Offenbach, 
Germany (Schad et al., 2005; Tiehm et al., 2008; Birke et al., 2010; Weingran 
et al, 2011). A three-step process was used, wherein the contaminated 
groundwater was treated inside the PRB comprising (i) sedimentation of 
ferric iron, (ii) aerobic biodegradation of the aromatic hydrocarbons (HCs) 
and heterocyclic compounds, and (iii) a subsequent zone packed with GAC 
for removing the remaining pollutants. Owing to the high pollutant concen- 
tration in the groundwater encountered at this site, hydrogen peroxide was 
selected as an oxygen carrier due to its higher water solubility compared to 
oxygen. Also, nitrate was added as an alternative electron acceptor. 

Up to 180 mg/L hydrogen peroxide (H,O,) were added and did not have 
any toxic effect on the remedial bacteria. The feasibility of the concept was 
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FIGURE 13.5 

Aerial view and overview of the cleanup performance of the Karlsruhe F&G according to 
the latest monitoring campaigns conducted by the RUBIN R&D program between 2007 and 
2009. Upstream concentration values are given on the right (influent), and downstream results 
are given in the box on the left (effluent). A very good retardation efficacy/cleanup perfor- 
mance regarding all contaminants of concern is verified. (Courtesy by Leuphana University of 
Lueneburg, Professor Dr. W. Ruck, Dr. W. Palm.) 


confirmed in an on-site pilot-scale study performed with a sedimentation 
tank (removal of ferric iron), and two bioreactors in which it was found that 
more than 99.5% of the pollutants were degraded. This biodegradation activ- 
ity corresponded well with a significant increase in the growth of the rel- 
evant bacteria. The repeated addition of moderate concentrations of H,O, 
produced a more favorable result compared with the addition of high con- 
centrations at a single dosing port and one point in time only. The modular 
design of the pilot-scale Bio-PRB equipped with three separated bioreactors 
is in accordance with the guideline concept for EC-PRBs that requires access 
to the reactors in the event of malfunction. An effective distribution of the 
water over the entire bioreactor length and depth was accomplished by an 
open water area. Within this, the groundwater flow is guided to a connect- 
ing pipe. The lamella separator is needed to achieve the sedimentation of 
precipitated iron. The construction of the pilot Bio-PRB at Offenbach initially 
caused a heavy disturbance to the local hydrogeochemical conditions. About 
1 year after its erection, this disturbance had more or less disappeared. A zone 
with reduced hydraulic conductivity in the outflow of the system caused a 
significant reduction in the groundwater flow through the reactive zone: this 
varied from 30% to 65% of the expected value. The problem was successfully 
addressed by amending some design features. The devices for injecting H,O, 
and nutrients did not work well during the first phase of the testing period 
(unstable dosage rates and several pump failures were encountered). The 
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original pumps were then successfully replaced by another type of pump. 
Owing to these problems, the effort required for proper O&M of the sys- 
tem was much higher than expected. Originally, the test period was planned 
only for 1 year. To obtain a sufficient operation period under optimum con- 
ditions, the test phase was extended until September 2009 (around 2 years 
in total). It was subsequently decided that the system would be extended by 
longer funnels and (probably) a second gate for a full hydraulic containment 
of the site (Tiehm et al., 2008; Weingran et al., 2009, 2011; Birke et al., 2010; 
Birke and Burmeier, 20122). 


13.2.2.7 Rheine 


In 1998, a pilot-scale CRB containing two types of ZVI in two separated 
segments (total length: 22.5 m) to treat c VOCs (mainly PCE, in 1998: around 
10,000 ug/L, in 2012: around 2000 ug/L yet), was installed approximately 
400 m downstream from a former dry-cleaning facility located in the small 
town of Rheine, about 30 km westward of Osnabrück (Ebert et al., 2001, 
2007; Birke et al., 2003, 2004; Parbs and Birke, 2005; Burmeier et al., 2006; 
Birke and Burmeier, 2012a,b). Long-term monitoring of the performance 
of the PRB was an important part of the mission of the RUBIN network 
(RUBIN, 2014): the PRB was extensively used for regular in-depth monitor- 
ing campaigns over 12 years (2000 until 2012) including coring both ZVI 
types and groundwater modeling to determine performance and predict 
the long-term effect (Ebert et al., 2001). The Rheine pilot CRB is 22.5 m long, 
0.6-0.9 m thick, and about 6 m deep. A single row of overlapping boreholes 
(diameter 0.9 m) was constructed by utilizing caisson installation; these 
were then filled with ZVI. 

Two types (brands) of ZVI were employed: on the right side (viewed 
from upstream), the boreholes were loaded with 69 tons of granular iron 
("Gotthart-Maier") mixed with pea gravel at a 1:2 volume ratio (34.5 tons each 
of iron and gravel) over a length of 10 m. Eighty five tons of "iron sponge" 
(ReSponge?, brand of Mull und Partner GmbH, Hanover, Germany) were 
applied on the left side (12.5 m long). A concrete-filled borehole separates the 
two segments. The name "iron sponge" is due to the material's appearance: 
the small, dark gray or black pellets (average diameter about 1 cm, Birke 
et al., 2004; Parbs and Birke, 2005) resemble a pumice-like material. They 
consist of reduced iron oxide and were supplied by the steelworks "ISPAT" 
(now Mittal Steel), Hamburg, Germany. 

Monitoring results prove an effective performance of the ReSponge sec- 
tion over the whole PRB life span since 1998, with an overall degradation 
efficacy 299.576 while no decrease in reactivity has been indicated. In con- 
trast to the efficient iron sponge section, the section containing a mixture of 
Gotthart-Maier ZVI and pea gravel showed significantly decreased reactiv- 
ity only 6 months after installation. Its initial degradation efficacy for PCE 
was >98% decreasing to approx. 80% 1 year after installation. Since then, the 
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performance has reached a relatively stable level, varying between 70% and 
90%. Remediation efficacy is lower than expected from the known material 
properties and column experiments conducted prior to the setup of the pilot- 
scale PRB. The possible reasons include a flow bypass, fast passivation, or 
construction problems, namely layers of gravel with only small amounts of 
iron filling. 


! å 


13.3 PRB Sites in Austria and Switzerland 
13.3.1 Brunn am Gebirge 


Set up in 1999, type: EC-PRB (“AR&B”-system, “Adsorptive Reactor and 
Barrier,” full-scale, four ISVs in accessible shafts), loaded with GAC; con- 
taminants and cleanup performance: PAHs, BTEX, cVOCs, benzene, con- 
centrations of all contaminants below the detection limit, and remediation 
goals achieved since 1999 (Birke et al., 2004; Niederbacher and Nahold, 2005; 
PEREBAR, 2014). 

A full-scale PRB system was installed at an abandoned site of a former tar 
and linoleum production and processing plant in Brunn am Gebirge (nearby 
Vienna), Austria in 1999 (Figures 13.6 and 13.7). The system consists of four 
adsorptive reactors packed with GAC and a hydraulic barrier (“Adsorptive 
reactor and barrier"). PAHs, phenols, BTEX, cVOCs (mainly TCE and cis- 
DCE), and HCs are the contaminants of concern. Extensive investigations 
of the site showed contamination both of the vadose and the saturated zone 
with concentrations up to 8.6 mg/L for PAH, 0.34 mg/L for phenols, 29 ug/L 
for benzene, 50 ug/L for toluene, 6.6 mg/L for HC, 0.8 ug/L for TCE, and 
27 ug/L for cis-DCE. The total area involved covers more than 376,600 ft?. 
The geological profile is characterized by 0-7 ft of anthropogenic deposits 
and alluvial sediments (sandy silty gravel) that are 10—20 ft thick below the 
ground surface. These sediments are underlain by shales of the mid-Panno- 
nian age. There are intercalations of coarser layers, in which artesic water can 
be encountered. The groundwater table is 7-13 ft below ground surface (bgs). 
The base of the aquifer is 10—20 ft bgs. Tests indicated permeabilities rang- 
ing from 9.8 x 10? to 3.3 x 107 ft/s. The natural groundwater flow is west 
to east with a bend to the southeast, following an erosional depression. A 
migration of the plume toward the property's boundary has been verified. A 
site-adapted solution was developed including accommodating a pond fed 
with clean groundwater (at 5 ft below the actual groundwater level) so that 
it cannot be polluted. Four adsorptive reactors packed with 23 tons of GAC 
in total were combined with a 2—5-ft-thick hydraulic barrier. This west-to- 
east-directed, 720-ft-long barrier, made by jet grouting, cuts into the shoulder 
of tertiary shales at its Eastern edge. An L-shaped barrier was constructed, 
which efficiently keeps contaminated groundwater apart from the artificial 
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FIGURE 13.6 


Elevation of the successfully working Brunn AR&B PRB (EC-PRB), Austria (top: elevation 
scheme of the entire system, middle: GAC shaft reactor (“adsorptive reactor,” ISV), bottom: 
photo taken inside one shaft closely atop the reactor (February 2005)). (Courtesy of Dr. Peter 
Niederbacher, Klosterneuburg, Austria.) 


pond. The adsorptive reactor units are positioned close to the barrier. Each 
reactor was placed in a drilled shaft, 9 ft in diameter and 26-30 ft deep. The 
reactor bodies were made of cylindrical glass fiber-fortified synthetic mate- 
rial equipped with filter screens. Each reactor was loaded with approx. 350- 
420 f£ of GAC. The contaminated water enters the reactor through the filter 
screens, passes through the column reactor, and is collected at its bottom. 
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FIGURE 13.7 

Aerial view and overview of the cleanup performance of the GAC-PRB at Brunn am Gebirge, 
Austria, according to recently recorded monitoring data (gained between 2007 and 2009, aver- 
age values). Therefore, this PRB has been showing very good cleanup results since its erection 
in 1999. (Courtesy of Leuphana University of Lueneburg, Professor Dr. W. Ruck, Dr. W. Palm.) 


The decontaminated groundwater is released from each reactor by means 
of a pipe that penetrates the barrier and is directed to another shaft down- 
stream the barrier, where it is collected from all four reactors and mingled. 
Inside this shaft, monitoring is performed to validate the cleanup efficiency 
of the system. Design costs amounted to 100,000 $, and installation and con- 
struction came at 650,000 $. An additional investigation of the long-term 
behavior of the system is performed as part of the PEREBAR project of the 
European Community (PEREBAR, 2014). Protecting the GAC reactors from 
intruding oxygen helps avoid aerobic microbiological activity. A careful 
selection of materials for those parts that could come into contact with the 
groundwater and the reactor material is essential. Throughout around 15 
years of operation, the regular monitoring has been verifying that all con- 
taminants have been below detection limits (Figure 13.7). 


13.3.2 Willisau 


Set up in spring 2004, type: hanging CRB (full-scale, nonoverlapping large- 
diameter boreholes in two rows), ZVI is used for reductive chemical fixation 
of CrV!, and the first results gathered in 2005 proved an efficient removal of 
Cr". Instead of a conventional continuous barrier, this PRB consists of large 
diameter cyclindrical boreholes (piles) installed in rows: a single row for 
lower Cr"! concentrations and an offset double row for higher Cr"! concentra- 
tions. The large diameter cyclindrical boreholes are filled with reactive cast 
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iron shavings mixed with gravel to prevent precipitation of secondary phases 
in the pore space. The treatment of the contaminants takes place both within 
the large diameter cyclindrical boreholes loaded with ZVI and in the dis- 
solved Fe(II)-plume generated downstream of the barrier. Monitoring over 3 
years provided evidence of the mobilization, transport, and behavior of the 
contaminants in the aquifer. Tracer experiments revealed a rather complex 
hydrological regime at different scales, complicating the PRB's performance. 
Results from the large 3D hydrogeochemical dataset show that the double 
row of cylinders successfully treated the Cr"! contamination. Remediation 
by the single row was not effective enough due to insufficient lateral overlap 
of the cylinders and dissolving Fe(II)-plumes. The low amount of precipi- 
tated secondary phases observed in the pore space of the reactive material 
reduced the risk of clogging the system and suggested a favorable longevity 
of the barrier. Limiting factors to long-term operation are the availability and 
accessibility of Fe(II) within the cylinders and the concentration within the 
generated Fe(II)-plume (Flury et al., 2009). 


13.3.3 Thun 


A PRB for Cr"! reduction by gray-cast iron was installed in May 2008. It is 
composed of a double array of vertical piles containing iron shavings and 
gravel. The aquifer in Thun is almost saturated with dissolved oxygen and 
the groundwater flow velocities are 10-15 m/day. Two years after the PRB's 
installation, Cr“! concentrations were found to exceed the Swiss threshold 
value downstream of the barrier. Cr isotope measurements indicated that 
part of the Cr"! plume is bypassing the barrier. Using a Rayleigh fraction- 
ation model, a minimum overall Cr"! reduction efficiency of about 15% was 
estimated. A series of two-dimensional (2D) model simulations, including 
the fractionation of Cr isotopes, confirmed that the malfunction of the PRB 
was due to Cr"! contaminated groundwater partly bypassing the PRB. This 
might be probably due to insufficient permeability of the PRB piles. It was 
concluded that with such a special PRB design/construction, a complete and 
long-lasting Cr“! reduction was extremely difficult to achieve for Cr"! con- 
taminations of oxygen- and calcium carbonate-saturated aquifers character- 
ized by high groundwater velocities in addition (Wanner et al., 2012). 
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13.4 PRB Sites in Denmark 
13.4.1 Vapokon 


Set up in 1999, type: F&G (additional drainage system upstream to reduce 
groundwater flow rate through PRB), funnel length: 122 m, gate length: 
15.2 m, depth: 0.6 m, and thickness: 9.1 m; a full-scale; ZVI (type/brand: 
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Connelly, Chicago, USA) is used for cVOCs (mainly TCA, TCE, and PCE) deg- 
radation. Monitoring results over 4 years of operation indicated an effective 
removal of cVOCs at 92.4%-97.5%. However, the continuous loss of porosity 
due to mineral precipitation was identified as a significant problem, given the 
high concentrations of calcium, which may significantly decrease the hydrau- 
lic performance of the PRB and may consequently limit its longevity to about 
10 years only (Lo et al., 2003, Lai et al., 2006). A detailed monitoring campaign 
over 75 years after the barrier's erection showed very efficient removal (29976) 
for the most important cVOCs (PCE, TCE, and 11,1-ICA). However, signifi- 
cant formation of cis-DCE within the PRB resulted in an overall insufficient 
removal of cis-DCE (= 80%). High concentrations of both TCE and cis-DCE 
upstream the PRB along with the significant formation of cis-DCE inside the 
PRB which gave rise to significant concentrations of cis-DCE downstream the 
PRB. This finding was not acceptable from a regulatory perspective and fur- 
ther remedial action was needed to remove the cis-DCE plume discharging 
into a small creek located about 100 m downstream the PRB. Another PRB 
located on the downstream side of the existing PRB (only treating the very 
narrow cis-DCE plume) was a possible solution. On the basis of the concentra- 
tions observed on the downstream side of the PRB, a relatively thick barrier 
was needed to meet target criteria of 10 ug/L. Enhanced NA by augmenting 
with cis-DCE degrading bacteria (Dehalococcoides species) in the downstream 
aquifer was another option (Muchitch et al., 2011). 


13.4.2 Copenhagen Freight Yard 


Set up in 1998; type: continuous trench (CRB), length: 15.2 m, depth: 6 m, 
thickness: 09 m, and full-scale, ZVI for treating cVOCs (up to 4 mg/L, 
mainly cis-DCE). Effective treatment of the upgradient concentration, how- 
ever, a part of the plume that migrated around the barrier, hydraulic con- 
ductivity decreased significantly during an operational term of 18 months, 
probably due to gas evolution (Kiilerich et al., 2000; Vidic, 2001; Henderson 
and Demond, 2011). 
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13.5 First PRB Site in Italy 
13.5.1 Avigliana, Near the City of Torino (Piemonte Region) 


Set up in 2004; type: CRB, 120 m long, 13 m deep, and 0.6 m thick; full-scale; 
ZVI for cVOCs (up to 300 ug/L, mainly TCE, cis-DCE). Effective treatment 
of upgradient contamination within the first 3 years, but tests conducted 
within the PRB found a decrease of hydraulic conductivity by two orders 
of magnitude, due to the biopolymer (i.e., guar gum) applied during excava- 
tion of the barrier. This stimulated the microbial activity of sulfate reducers 
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and methanogens intensively (CH, concentrations up to 5000 ug/L), so that 
biofouling and/or accumulation of gaseous methane became an issue (Zolla 
et al., 2006, 2009). 

Excavation was performed in November 2004 and was carried out by a 
crawler crane equipped with a hydraulic grab and supported by guar gum 
slurry until the backfill with ZVI. The construction of the 120-m-long and 
13-m-deep PRB was performed in 17 panels whose average length was 7 m. The 
decision to proceed by panels was a safety measure to avoid trench instability. 

ZVI was supplied by “Gotthart Maier Metallpulver GmbH” (Rheinfelden, 
Germany) in the quantity of 1700 tons. The material, free from oils and other 
impurities was characterized by an iron content higher than 90% in weight 
and a carbon content lower than 4% (Di Molfetta and Sethi, 2005; Sethi et al., 
2007). 

Monitoring of the PRB, which started in November 2005, aimed to ensure 
that the plume was adequately captured and treated, and that downgradient 
concentrations of the target contaminants (and any by-product) were below 
the cleanup targets. 

Monitoring activity includes 


* Quarterly measurement of water levels, to indicate seasonal changes 
in groundwater flow. 


* Chemical monitoring with the determination of groundwater field 
parameters (Eh, pH, dissolved oxygen, temperature, and conduc- 
tivity), inorganic chemicals, and chlorinated organic compounds. 
Sample collection is conducted quarterly to indicate any seasonal 
changes in contaminant distribution or geochemistry. 


* "Low flow purging" and "low flow sampling" methods are adopted 
to minimize chemical and hydrological disturbances in and around 
the well, to yield representative water samples. 


Monitoring results gathered between 2005 and 2007 showed that output 
concentrations were chiefly below the limit of 30 ug/L of the total carcino- 
genic compounds; indeed, carcinogenic chlorinated aliphatic hydrocarbons 
(CAHs) were below detection levels in almost every water sample taken 
from downgradient wells. Reaction by-products (VC, 1,1-DCE, and 1,2-DCE) 
were nearly absent both inside and downgradient of the PRB, verifying that 
the barrier was able to perform a complete dehalogenation process (Sethi 
et al., 2007). 

On the other hand, groundwater sampling found heavy sulfate depletion 
and the highest-reported methane concentrations (>5000 ug/L) of a ZVI PRB 
site. These were due to intense microbial activity by sulfate reducers and 
methanogens, whose proliferation was most likely stimulated by the use of 
a biopolymer (i.e., guar gum) applied as a shoring fluid during the excava- 
tion of the barrier. Slug tests within the barrier found an apparent hydraulic 
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conductivity two orders of magnitude lower than the predicted value. This 
can be ascribed to biofouling and/or accumulation of methane inside the 
iron filings. This experience suggests that when biopolymer shoring is used, 
long-term column tests should be performed beforehand with initial bacte- 
rial inoculation and organic substrate dosing, to predict the effects of bac- 
terial overgrowth and gas generation. During construction, particular care 
should be taken to minimize the amount of biopolymer used so that com- 
plete breakdown can be achieved (Zolla et al., 2009). 


13.6 PRB Site in Czech Republic 
13.6.1 Pardubice, East Bohemia 


Set up in 2003; a pilot-scale, T&G system, in situ bioreactor, oxyhumolite (oxi- 
dized young lignite), various organic pollutants up to 30 mg/L BTEX, chloro- 
benzenes, naphthalene, nitro-derivatives, phenols, TCE, and total petroleum 
hydrocarbon (TPH) (Parbs and Birke, 2005; Vesela et al., 2006). 

The concept of a biofiltration-permeable barrier was tested in the labora- 
tory and in pilot scale. Oxyhumolite was used as an absorption material and 
biofilm carrier. During laboratory biofiltration experiments, it was estab- 
lished that naturally occurring microflora derived from contaminated water 
of the model pilot site had become adapted to local conditions and that it was 
possible to increase their activity by adding N and P nutrients. Laboratory 
column tests confirmed that a retention time of 15 h was sufficient for a 97% 
reduction of all contaminants in the groundwater (with the exception of 
poorly degradable substances such as nitrobenzene or N,N-diethylaniline), 
provided that other conditions (mainly oxygen and nutrient concentrations) 
were optimized. Two bacterial species were isolated from this contaminated 
groundwater. They were identified to be nitrate reducers, and some strains 
being able to fix nitrogen (Vesela et al., 2006). 

Prior to installation, preliminary investigations of the unsaturated zone 
(boring up to 2.0m, sampling) and saturated zone (drilling of five wells, 
pumping tests including sampling) were performed. The site consists of 
sand and sandy gravel-fluvial deposits of the Elbe River up to 2.5 m thick 
(Vesela et al., 2006). The aquifer is underlain by impermeable clays. On the 
basis of this investigation, the pilot biobarrier was designed as a T&G (D&G). 

The system consisted of a single-drainage trench, installed perpendicu- 
lar to the groundwater flow, which carried contaminated groundwater to 
an underground bioreactor/gate (Parbs and Birke, 2005). It was approx. 13 m 
long and 1.0-1.5 m wide, and it was keyed into the underlying imperme- 
able clay (2.6-3.0 m below the ground). The bottom of the trench was sealed 
with a plastic liner; above, it was filled with permeable gravel and native 
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soil. Treated groundwater flowed by gravity to the recharge gallery formed 
by two trenches filled with gravel approx. 10 m long and 1.0 m wide, to the 
depth of impermeable clay. This helped minimize pressure losses of ground- 
water flowing by gravity through the system and thus maximize the capture 
zone of the drainage trench. A reactive segment was constructed as an in situ 
bioreactor. The reactor was designed as a box measuring 2.0 x 1.2 x 4.8 m. 
The first chamber (Chamber I) was equipped with an aeration segment at 
its base. This chamber had an internal size of 09 x 1 m; the water column 
fluctuated between 3.2 and 3.6 m (depending on hydrological conditions). 
The effective volume of Chamber I varied from 2.98 to 3.28 n? (average 
3.13 m?). Treated water flowed by gravity from the first chamber to the sec- 
ond and third chambers (Chambers II and III). These chambers were con- 
nected in parallel and both were equipped with a biofilter unit of 0.5 m°. The 
filter of the second chamber was filled with "Keramzit" (ceramic granulate 
of LIAPOR, Lias Vyntirov, Czech Republic); the filter of the third chamber 
contained oxyhumolite (derived from the Vaclav mine near Duchcov, Czech 
Republic), with limestone (Vapenka Certovy schody, Czech Republic) as a 
pH buffer, and with gravel. Bullet valves regulated the water inflow into 
Chamber I and also its discharge to Chambers II and III. Piezometers were 
used to monitor the groundwater level in the drainage trench and the indi- 
vidual chambers, as well as in both the arms of the recharge gallery. They 
were also used for water sampling in all the chambers. 

Pilot testing started in January 2004 and continued for 1 year. Tracer tests 
were performed to measure groundwater flux through the bioreactor segment 
under the current hydrological conditions and to determine retention times 
in the individual chambers of the in situ bioreactor; chemical and microbio- 
logical monitoring of decontamination effectiveness was also carried out. 

Organic contaminants were removed with very high efficiency by the 
PRB biofiltration system. This varied from 20.5% to 97.5% in Chamber I. 
The lowest efficiency, 20.5%, was achieved for naphthalene; the highest effi- 
ciency, above 90%, was observed for BTEX (97.5%), TPH (96.2%), and nitro- 
derivatives (90.8%). A high decrease was also detected for other organic 
contaminants; chlorinated benzenes (86.6%), TCE (78.6%), and phenols 
(73.3%). In the case of Chamber II, a decrease of 9%-93% was observed. 
The lowest efficiency was achieved for the removal of TPH (8.7%), naph- 
thalene (30.9%), and phenols (43.5%); other parameters showed a decrease 
above 50%; TCE of 56.7%, chlorinated benzenes of 71.7%, nitro-derivatives 
of 76.8%, and BTEX of 92.9%. Chamber III showed good efficiency in the 
range of 3576-9876. The lowest efficiency was observed for naphthalene 
(35.4%) and phenols (48.5%); other organic parameters showed decreases 
higher than 50%; chlorinated benzenes 61.4%, TPH 56.8%, TCE 52.5%, BTEX 
98.2%, and nitro-derivatives 94.7%. 

Along with chemical analyses of inorganic and organic contaminants, 
the total number of aerobic culturable psychrophilic bacteria in groundwa- 
ter and the mineral nutrient content (N, P) were also measured. The results 
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showed that the autochthonous microflora concentration increased by two 
orders. The concentration of nutrients (N, P) in the bioreactor unit was suf- 
ficient throughout the pilot testing. On the basis of the results of laboratory 
work, it was decided to use autochthonous microflora for the groundwa- 
ter decontamination process. The biofilter units of the pilot PRB were not 
directly inoculated; autochthonous microflora present in groundwater was 
enhanced by aeration and added nutrients. 


13.7 Europe's Oldest PRB (Belfast, Monkstown, Northern 
Ireland) 


In 1994, Europe’s first full-scale, first ZVI PRB and first PRB to use an in- 
ground reaction chamber (in-ground reactor) was designed and set up in the 
United Kingdom. Although the design has been widely adopted and devel- 
oped, it should be recognized that the initial concept was designed to meet 
specific constraints of the original site. This was an operational industrial 
site in Belfast used for the manufacture of electronic components. Historic 
spillages of chlorinated solvents had led to an intense-though-localized con- 
taminant source. Details of the site setting and initial performance of the 
reactor are given elsewhere (Jefferis, 2002, 2005; Parbs and Birke, 2005; Birke 
et al., 2007). The principal contaminant at the site was TCE and the high- 
est identified concentration was 390 mg/L. Other chlorinated solvents were 
present but at much lower concentrations. 

In Belfast, the site geology and location placed a number of restraints on 
the reactor design (Jefferis, 2005): 


* The contaminant source extended to within a few meters of the site 
boundary. Beyond the boundary, there was a public road, and it was 
not practicable to extend the reactive zone into the road. The reactive 
treatment zone therefore needed to be very compact. 


* The solvent source was underlain by a thin layer of clay that pre- 
vented its migration to a greater depth. If this layer was penetrated 
by a reactive gate, the free solvents would sink and pollute a lower 
aquifer stratum. In such an event, however, they would be ultimately 
retained by a thick clay layer at about 10 m depth that underlies the 
site and dips toward the proposed funnel. 


* The groundwater perched on the thin clay layer was shallow and 
showed seasonal variations in depth. It would be difficult to achieve 
any significant depth of horizontal flow in a reactive treatment zone 
without deepening the gate and thus penetrating the underlying 
thin clay layer. 


300 Permeable Reactive Barrier 


A perched water table also existed in the fill covering the surface 
of the site. In wet seasons, if allowed to enter the reactive treatment 
zone, this water could dominate flow through it and unacceptably 
reduce the residence time. This perched water therefore had to be 
prevented from entering the reactive zone. 


* Proximity to buildings and cost prevented the use of sheetpiles to 
form the reaction chamber and the funnel of the F&G system. At the 
time, all previous reactors had been formed within sheetpile boxes. 


* If a slurry trench cutoff was used to form the funnel, then it was 
imperative that the iron filings should not be inundated and blocked 
by slurry. The iron would have to be contained or the slurry wall 
would have to be constructed first. 


* Excavation next to a slurry wall, to install a reactive treatment zone, 
could cause local collapse of the cement-bentonite and/or a poor 
seal between the wall and the iron filings. It would be undesirable to 
have the possibility of a preferential flow path at this interface. 


* The cleanup was being undertaken voluntarily and was not driven 
by regulatory requirements. It was therefore particularly impor- 
tant that those working on or adjacent to the project should not be 
exposed to contamination. Early in the design study, it was decided 
that there should be no hand excavation of contaminated soil or 
work near it, for example to form or fill the reactor. Personal protec- 
tive equipment could have enabled hand excavation but the risks 
were deemed inappropriate for a voluntary remediation. 


After consideration and rejection of many reactive treatment zone designs, 
the in situ reactor configuration was developed as best fitting the site con- 
straints. In place of the previously used horizontal flow reactive treatment 
zones, the flow was arranged as vertical, in a 12 m tall by 1.2-m-diameter 
steel reactor shell, which was filled with iron filings as shown in the figure. 
This design enabled the reactor to be placed between the contamination and 
the site boundary. This could not have been achieved with a horizontal flow 
regime as the design calculations had shown that the flow path length needed 
to be at least 5 m plus entry and exit zones to collect and disperse the flow. 

The reactor was placed in an enlargement in a cement-bentonite cutoff 
wall that was used to funnel the flow to the reactor. This wall was toed 
into the deep aquiclude layer and the enlargement was taken to a depth of 
slightly over 12 m to accommodate the reactor shell. The cutoff and enlarge- 
ment penetrated through the clay layer on which the chlorinated solvents 
were retained. However, as the cutoff material was designed to have a per- 
meability of «10? m/s, minimal downward migration of the solvents would 
occur. The vertical flow direction within the reactor ensured that the full 
depth of the iron filings was saturated whatever the seasonal variation in 
groundwater level. The piping of the flow into the reactor and the change 
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of direction from horizontal to vertical flow tended to homogenize the flow 
both in terms of concentration and across the cross-sectional area of the reac- 
tor. Flow heterogeneity across a reactor can seriously comprise its perfor- 
mance (Jefferis, 2002, 2005). 

Because of the relatively low permeability and heterogeneity of the adja- 
cent soil, it was decided that the flow to the reactor should be collected 
via an upstream, high-permeability, collector and that downstream of the 
reactor, there should be a similar distributor. The collector and distributor 
were formed from gravel-filled piles taken down to the top surface of the 
thin clay layer and capped with clay to prevent surface water ingress. A 
polymer-supported, gravel-backfilled, slurry trench was the preferred col- 
lector and distributor. In 1994, there were still concerns about the effect of 
a polymer remaining on the iron filings and as there was insufficient time 
to carry out the necessary research, augered piles were used instead of 
the slurry wall. The reactor was fitted with sampling points at 1.5 m inter- 
vals throughout the iron filings bed depth so that its performance could 
be monitored. Monitoring points were also installed in the collector and 
distributor piles. 

Iron filings in contact with water in an oxygen-free environment produce 
hydrogen. This hydrogen was vented from the reactor via a vent tube fitted 
with a spark arrester and mounted in a tall lighting standard. Finally, the 
internal geometry of the reactor was arranged so that the pipework connec- 
tions to the gravel-filled collector and distributor piles could be made from 
within the clean environment of the reactor shell without the need for any 
hand excavation or for anyone to enter the excavations. 

The reactor has performed as designed and there has been substantial 
reduction in the source and in the downstream plume. A major uncertainty 
at the design stage was the flow through the reactor and field measurement 
proved difficult. Tests were undertaken with several tracer materials. These 
showed that there was spare flow capacity in the reactor because the first 
in-ground reactor had been designed with a reasonable margin of safety. 
However, this spare capacity was not wasted; rather, it was exploited to treat 
water pumped from the plume downstream of the reactor—a plume of con- 
taminants that had developed prior to installation of the PRB. This proved 
very effective and significantly reduced the extent of the plume. 

Those working on potential future PRB sites need to carefully consider 
the constraints of their sites. PRBs are not a "one design fits all technology." 
However, adoption of the in-ground reactor concept brings many engineer- 
ing benefits and the design has since been widely used elsewhere. Although 
in-ground reactors have been considered since 1994, the benefits and prob- 
lems of the ground reactor do not appear to have been fully recognized. 
These advantages include 


* Providing a controlled reactor zone—a basic tenet of chemical 
engineering. 
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* Homogenization of the flow to provide a more uniform concentra- 
tion—achieved by collecting the flow and piping it to the reactor— 
that is, separating the flow collector and the reactor. Achieving 
uniform flow across the full cross section of a reactor is extremely 
difficult at low bed velocities. Homogenization is also helped by 
changing the flow direction from horizontal to vertical. 


* The vertical orientation allows the use of a greater ratio of flow path 
length to the cross-sectional area, thus reducing the potential for short 
circuiting—flow concentrating in high flow pathways due to slight het- 
erogeneities in the bed. However, it must be accepted that short circuit- 
ing remains a serious issue in PRB design because of the very low flow 
rates (long residence times) required for many PRB reactive materials. 


e Estimation of the input flow to PRBs is a major problem— especially 
for in-ground reactors as the reactor volume is likely to be constrained. 
The author's experience with Belfast and several other PRBs is that the 
current modeling techniques, although good at providing flow direc- 
tions and groundwater contours, are soft when it comes to predicting 
flow rates. The PRB designer has still to accept a wide range of cred- 
ible flow rates from the modeler—and design for this range. 


* As the cost of a PRB is directly influenced by the flow rate, better 
prediction procedures are required. Also, site-pumping test proto- 
cols must be refined. 


* In-ground reactors are good for sites where the flow is expected to 
be low to moderate. A current challenge is to design an in-ground 
reactor system for sites where the groundwater flow may be large— 
or large for part of a year. 


* However, it should not be assumed that better modeling and test- 
ing will provide all the answers. The flow through a PRB will vary 
seasonally and over longer timescales because of changes to the 
groundwater regime resulting from developments around the site 
and in the watershed and climatic changes. The risk assessment for 
a PRB must consider these factors. 


* A PRB may accumulate contaminants as well as destroy them. 
Decommissioning must be considered in the design at the outset 
(see Carey et al., 2002, for this and for much other advice). 


* [n Belfast, the reactor was installed in an enlargement in a cement- 
bentonite cutoff wall. This was necessary because the source of the 
contamination was very close to the site boundary. For later reac- 
tors with which the authors have been involved, the reactor has 
been placed inside the cutoff wall with only a pipe taken through 
the wall. This can be significantly cheaper and ensures that the con- 
tamination remains within the funnel. 
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e On some sites, it may be advantageous to pump the flow to the reac- 
tor. This can ensure a more uniform flow rate but it has to be demon- 
strated that there will be effective plume capture under all seasonal 
groundwater conditions. 


The concept of an in-ground reactor adds flexibility to the design of reac- 
tive treatment zones, allowing more precise control of the reaction envi- 
ronment and easy chemical recharging or recovery and replacement of the 
active material should this be required. Also, several reactors may be linked 
in series to treat mixed contaminants. 

The use of in-ground reactors allow the full armory of chemical engi- 
neering reactor technology to be applied to what is often regarded as a 
civil engineering/environmental science problem. This will bring many 
new ideas. 

Significant remaining problems are: the design of in-ground reactors for 
high flow situations and the monitoring of PRB performance. If costs are to 
be kept to the minimum, monitoring intervals must be as long as possible— 
this requires confidence in PRB performance and the proactive design for 
long monitoring intervals. In steady state, PRB performance can be mod- 
eled and sampling within a reactor system may allow confidence that per- 
formance will remain satisfactory for months/years to come. However, there 
can be complicating factors such as desorption of contaminants as a result 
of competitive sorption between contaminant species leading to the release 
of sorbed contaminants as rather short spikes at concentrations higher than 
their original input concentrations. Procedures need to be developed to iden- 
tify impending changes (Jefferis, 2005; Birke et al., 2007). 


13.8 Conclusion 
13.8.1 Long-Term Performance and Longevity of PRBs 


Long-term performance studies and lessons learned from established sys- 
tems over two decades (e.g., ITRC, 2005, 2011; Carey et al., 2002; Birke and 
Parbs, 2006; Birke et al., 2007) show that 8095-9096 of all ZVI PRBs work suc- 
cessfully and many PRBs are performing well after more than a decade of 
operation. The life of a PRB is expected to range from 10 to 30 years. A PRB 
"failure" is usually attributed to poor site characterization and/or hydraulic 
design. The long-term performance data show that conventional F&G sys- 
tems are more prone to performance limitations, caused by preferential flow 
paths, clogging of pore space due to mineral precipitation and/or gas accu- 
mulations (gas plugging by hydrogen, methane, etc.), and bypassing. 
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The generation of hydrogen and formation of a gas phase are significant 
processes that may occur in ZVI PRBs. The molar amount of available hydro- 
nium ions determines the extent of hydrogen generation. Since hydrogen car- 
bonate and carbonic acid can be considered as the main source of hydronium 
ions in natural waters, the extent of gas formation is strongly associated with 
the dissolved inorganic carbon (DIC) concentration (Parbs et al., 2007; Ruhl 
et al., 2012). A gradually increasing accumulation of precipitates in ZVI PRBs 
together with the typical shift in pore size distribution toward smaller pores 
renders the barrier more prone to gas plugging. Gas-consuming processes 
play a major role in balancing gas production. Particularly, microorganisms 
are able to reduce the accumulation of gases by hydrogenotrophic sulfate 
reduction, denitrification, or acetogenesis. Thus, as no bioclogging events are 
known until now (e.g, Henderson and Demond, 2007), microbial coloniza- 
tion seems to favor the long-term performance of ZVI PRBs. Additionally, 
dechlorinating strains may even bear contaminant degradation in the case 
of cVOCs (Weber et al., 2013). 

On this basis of past experience, CRBs are now the preferred solution in 
North America. One of the main arguments for preferring the CRB design is 
its lower sensitivity to design flaws. This means less risk when cleaning up 
groundwater at complex sites with heterogeneous flow of pollutants and con- 
taminant distribution (which in turn simplifies the characterization phase). 
In Europe, however, modified F&G and EC-PRBs are the preferred solutions. 
The criteria supporting this technological option are that the PRB can be con- 
figured to suit site-specific features and that monitoring and maintenance 
can be controlled more effectively. Some vendors propose a maintenance 
strategy based on annual operations that can range from simple clearing of 
clogged sections to replacement of the reactive medium (particularly recom- 
mended for barriers based on the adsorption principle) or venting of gas 
accumulations. This approach can only be considered if the design of the 
barrier allows easy access to the treatment reactor. This optimized mainte- 
nance strategy is sometimes backed up with guarantees on the performance 
of the barrier, usually for periods of 10-30 years. 

EC-PRBs, D&G PRBs, or modified (nonclassical) F&G PRBs have been 
erected at former manufactured gas plant (MGP) and related sites to treat 
PAHs and BTEX in more or less accessible reactive zones (in-ground/in situ 
reactors, cartridges, etc.), and they have successfully been operated at differ- 
ent sites across Europe (especially in the United Kingdom, France, Austria, 
and Germany) between approx. 5 and 15 years in 2014. They are packed 
with GAC and/or equipped with a biological treatment zone, where added 
nutrients and/or microbes enhance microbiological degradation (Bio-PRBs). 
Moreover, during the second working period of the German PRB R&D pro- 
gram "RUBIN" from 2006 to 2012, it was verified that even emerging novel 
contaminants, such as heterocyclic PAHs (NSO-PAHs), can effectively 
be retained and/or destroyed in such PRBs as well. Approximately 10—20 
PRBs have been set up in Europe at MGP sites so far; in contrast, there are 


Permeable Reactive Barriers in Europe 305 


approximately 200 PRB sites worldwide, most of which are designed to treat 
cVOCs (PRBs employing ZVI). Therefore, treatment of PAHs, NSO-PAHs, 
and BTEX at MGP or related sites employing GAC and/or Bio-PRBs repre- 
sent still a minority, despite their very promising long-term results. 
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